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VITAMIN A 
VITAMIN B, 
VITAMIN D 
VITAMIN G 
CALCIUM 
PHOSPHORUS 
IRON 
COPPER 


Three daily servings of new, improved Oval- 
tine—made with milk according to directions— 
supplies protective” factors in these amounts: 


2625 units (USP X1) 

297 units (Internat'l) 

316 units (USP X1) 

488 units (Sherman-Bourquin) 
1 gram 

918 milligrams 

8.7 milligrams 

0.87 milligrams 


In addition, Ovaltine supplies Carbohydrates 
in readily-absorbable form; high-quality Pro- 
teins; Fats in a high degree of emulsifica- 
tion. Ovaltine is exceptionally easy to digest. 


richer 


“protective” Lactors -! 


VALTINE has always been a source of 

the eight important protective elements 
listed above. Now .. . in the light of recent 
advances in scientific dietary knowledge... 
its content of protective factors has been 
materially “stepped up.” 

Every tin of Ovaltine shows its exact 
per ounce content of protective and other 
nutritional factors. In terms of servings, three 
daily servings of Ovaltine (made with milk 
per directions) supplies the entire minimum 
requirement of Vitamins By and D, Calcium 
and Phosphorus, and from ¥4 to 3% of all the 
Vitamins A and G, Iron and Copper the 
average person needs daily. 

Thus Ovaltine helps even more than before 
to fill “‘“gaps” in the diet. In fact—it is de- 
signed to supplement the diet especially in 
those elements most liable to be lacking. 

Ovaltine also contains Carbohydrates that 
are quickly absorbed—high-quality Proteins 


—highly emulsified Fats. It makes milk more 
digestible and aids in the digestion of 
starches (as proved by tests in vivo). 

Why not advise it to patients who need 
building up or are denied tea and coffee? 

A request over your signature to OV AL- 
TINE, Dept. HT-4, 360 N. Michigan Ave., 
Chicago, will bring you free of charge a full-size 
tin of new improved Ovaltine. 


Ovaltine comes 
in 2 forms: plain, 
and sweet Choc- 
olate Flavored 
for those who 
like a more pro- 
nounced choc- 
olate taste. Serv- 
ing for serving, 
they are virtually 
identical in nu- 
tritional value. 
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Dainty... 
Delicious... 
Digestible 


...a trio of adjectives to describe a trio of justly popu- 
lar desserts. Popular with all who serve many people each day 
—and popular with the people served, for they rest as gently 
upon the institutional budget as upon the patron’s digestion. 
Pudding made of Edelweiss Instant Chocolate Dessert . . . pie 
of Edelweiss Butter Scotch Dessert . . . and for the lighter 
palate, there’s nothing so good as a serving of tasty, colorful 
strawberry gelatine, or ONE OF THE FOURTEEN OTHER FLAVORS. 
For pleased patrons and greater profits, specify Edelweiss. 


SEXTON FINE QUALITY FOODS 
FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 
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cuf to cost cuts | 


Safe parenteral fluids can, and are being 


Eade in a steadily increasing number of 


at tremendous savings.* 
1939. 13-11 :84 


The distinctive contour of Fenwal container 
dispensers insure negligible breake 
(during sterilization, When removed from 
Fenwal System installations are timely. There are no sterilizer they will not collapse when sub-._ 
delayed delivery problems ...no apprehension re- fected to. 
garding freshness, sterility or proper tagging of stock. : 
Fenwal container-dispensers and TEL-O-SEAL her- 
metic closures can be re-used hundreds of times. 


PREPARATION UNITS STORAGE UNITS 
ADMINISTRATION UNITS WASHING UNITS 


Time-saving .. . labor-saving . . . money-saving 


We invite your direct inquiry 


MACALASTER BICKNELL COMPANY 
171 Washington Street Cambridge, Mass. 


THE SOLUTION DESIRED AT THE INSTANT REQUIRED 
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ROUTINE STERILITY CHECK. 
The audible water-hommer signal instantly. 
andicates that hermetic seal has apt be 

WRITE FOR DETAIL EM 

COMPARATIVE COST REFQRT 
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Pressure 
Gauges 


Clocks, thermometers, 
or other outside indica- 
tors cannot show pene- 
tration of heat to the 
center of dressing bun- 
dles. This is the job of 


Diack Contots 
Use at least one in every 
loading of the auto- 


clave. The cost is only 
three cents. 


A. W. Diack 
5719 Woodward Ave. 
Detroit 
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Striking symptomatic 


improvement in 


paralysis agitans 


and Parkinson’s 


Specimen of 
handwriting on day 
of first treatment 


2. Seven to ten days © 
after treatment 


introduction of ‘Rabellon’ 
Tablets to the medical profession 
several months ago has met with en- 
thusiastic response. Physicians’ indi- 
vidual reports on the treatment of 
post-encephalitic Parkinson’s disease 
and paralysis agitans closely parallel 
the favorable clinical studies in the 
medical literature." 3 


Definite and usually prompt im- 
provement was observed in the general 
spirits, muscle rigidity, speech, tics and 
salivation. The distressing symptoms 
of dysphagia, sialorrhea, muscle 
pain, cog-wheel rigidity, tremor, 


gait and facies were also improved. 

‘Rabellon’ Tablets are a compound 
of belladonna alkaloids which appar- 
ently have a synergistic effect and are 
superior to any of the alkaloids used 
individually. 

‘Rabellon’ Tablets are supplied in 
0.§-mg. (total alkaloids) tablets in bot- 
tles of 100 and 1000. The tablets are 
quarter-sected to permit administra- 
tion of small doses for initial treatment. 
Send for literature. 

e e 


(1) J. Mt. Sinai Hosp., 6:93-99, July-Aug., ’39 
(2) Pennsylvania M. J., 43:67-69, Oct., ’39 
(3) Virginia M. Monthly, 66:707-710, Dec., ’39 


“FOR THE CONSERVATION OF LIFE” 


Pharmaceuticals Sharp &- Mulford Biologicals 
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How Efficient 1s rr? 


How Irritating 1s 11? 


Consider the answers together. One alone, 
although it may be favorable, means little. 
The two answers together, however, provide 
a most effective method for evaluating the 
real worth of an antiseptic agent. 

Tincture Metaphen 1:200 provides high 
disinfecting efficiency. Comparative tests 
and clinical use have established and con- 
sistently borne out this fact. But despite 
this high disinfecting power . . . despite 
the very high concentration of 1:200... 
Tincture Metaphen is relatively free from 
irritating properties. 

Because of these outstanding qualities, 
Tincture Metaphen is widely used by physi- 


TWO QUESTIONS TO ASK ABOUT ANY SKIN DISINFECTANT 


cians and surgeons for the most exacting 
purposes—particularly for skin disinfection 
in operative procedures and in dermatology. 

Tincture Metaphen produces a distinctive 
orange stain which clearly delineates the field 
of application. This stain may be washed from 
skin or linens with soap and water. Tincture 
Metaphen, Untinted, is also available. It has 
the same concentration and disinfecting 
power and is often preferred in dermato- 
logical work. Both the tinted and untinted 
forms are supplied in l-ounce, 4-ounce, 16- 
ounce and 1-gallon bottles. For a sample of 
Tincture Metaphen and literature, write 
Aspott Laporatories North Chicago, Ill. 


ETAPHEN 1:200 


(4-nitro-anhydro-hydroxy-mercury-orthocresol, Abbett) 
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See how simple it is to install and 
operate Castle’s new water sterilizers 
. . . fewer valves, fewer operations, 
less cost, only two wall openings... 
“Centralized Control” eliminates ac- 
robatic stretching and removes 
doubt. 


This simplicity means less chance for errors. 
And, because there are fewer openings in 
the wall to be made, installation costs are 
lowered and appearance is bettered. 

Safety, not alone in Castle advanced ster- 
ilizing technique, but in operation is assured 
through efficient modernization of controls and gauges. 
Visible water filters are placed at eye level. 

Heretofore difficult-to-see gauges and mercury ther- 
mometers are replaced by modern, positive-reading dial 
instruments. From every standpoint — operation, effi- 
ciency, safety, appearance, economy — you'll find Castle 
Centralized Control the answer to your sterilizing unit 
requirements. 


The complete Castle Catalog, show- 
ing New Recessed Mountings, the 
New Water Sterilizers, New Washer 
Sterilizers, New Emergency Instru- 
ment Sterilizers, and many other im- 
portant improvements, is yours if 
you write to 


WILMOT CASTLE COMPANY 
1179 University Ave. Rochester, N.Y. 
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DEXTROSE AND 
OTHER SOLUTIONS 


when they leave 
Cutter’s testing 
laboratories ... 


Behind solutions in Saftiflasks lie 


years of experience. Cutter, a pro- 
ducer of safe intravenous solutions 
for 43 years, is one of America’s 


oldest biological laboratories. 


when they 
reach you... 
vacuum-sealed. 
The presence of a vacuum tells you 
that the solution is laboratory-pure 


... positively protected against de- 
terioration and contamination. 


Safe in use... because 
of the Saftiflask’s 
complete simplicity. 
Just plug-in your injection tubing! 
No loose parts to wash, sterilize and 


assemble. No involved technique with 
resultant multiple sterility hazards. 


Prescribe “in Saftiflasks” 


Cc BERKELEY CHICAGO NEW YORK 
UTTER Laboratories Seattle Los Angeles - New Orleans ..Ft. Worth San Antonio Denver 
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Gleanings 


"Okies" described in GRAPES OF WRATH are 

now being cared for by auto clinics sent out to look 
after these migrant fruit pickers by California health agencies. 
These rolling clinics vaccinate and immunize the trailer camp 
people, and on occasion perform an emergency operation. The 
California typhoid death rate is now the lowest in the state's 
history. 


HEY call low comedy that type of entertainment where 

the big laugh comes from someone falling down. Dr. 

Greene of the Hospital for Speech Disorders says that making 

fun of the stutterer belongs in the same class. He says stutter- 

ing is no laughing matter, and that songs and jokes on this ailment 

on the stage or elsewhere predispose nervous children to this 
impediment. 


66 HEY will be bigger, but they may not be better'’ — 

is the way the American of the future is being de- 
scribed. Better nutrition, better living conditions, maybe the 
vitamins A and D for children, are making the younger genera- 
tion grow in physical stature — but the IQ level of the future 
American is a matter for speculation. 
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Ypres the doctors meet in New York in June for their 

big annual conclave, there will be, in addition to the 
scientific exhibits, a showing of what doctors do in the off mo- 
ments of spare time allotted to them. This will take the form 
of an art show, paintings, photographs, sculpture, etchings, and 
we hear that a physician's orchestra is coming from the west, 
to show that Medicine also has a talent for music. The music 
is very much in order, for the doctor ''swears by Apollo'’, and 
that pagan deity was also the God of Music. 

In the history of music there were several physicians who 
made contributions, from Drs. Ethridge and Campion in the 
16th century down to the men who are linking up music with 
the treatment of psychopathics. 

Don't let us forget poetry as a hobby. One notable in- 
stance is the well known Dr. Merrill Moore of Boston who is one 
of the country's leading sonneteers. He is credited with having 
composed 50,000 sonnets. And still has time to be a leading 
neurologist. 


4 LOT of people are taking pot shots at the census-taker. 


Frankly, we don't see why, maybe that is because we 
haven't much, not even salary to hide. The census will bring 
out some valuable data relating to disease. We should be able 
to discover how many lives doctors, nurses and hospitals have 
been able to save, by the statistics showing the decrease in un- 
timely deaths from tuberculosis, pneumonia, smallpox, diph- 
theria, malaria, etc. Our guess is that since the last census, the 
healing arts have saved more lives than the military arts have 
destroyed in all our wars. 


nurse stamp. There have been a number of artistic 
stamps recently, which commemorate notable contributions to 
our civilization. So they contend that the nurse deserves a 
stamp, which of course she does. The suggestion is that the 
stamp be issued for next year's Hospital Day celebration. This 
is a good idea and you can help it along by directing the 
afféntion of your local press to the matter. 


Sve New York hospital folk started a movement for a 
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Alfred G. Stasel 


(See front cover) 


T THE mention of Minnesota hospitals, a name which rises natural- 
ly to mind is that of Alfred G. Stasel — not only for his current 
presidency of the Minnesota Hospital Association, but for his ac- 

tivities as a consultant and organizer, and for the “planks” he has laid in the 
platforms of such groups as the Minnesota Hospital Service Association and 
the Minneapolis Hospital Council. 

Mr. Stasel is a past president of his local hospital council, past chairman 
of the board of labor relations, and when the Council was considering organiza- 
tion of the Minneapolis Hospital Service Association, he carried the legal 
responsibilities for the project gratuitously up until the time he became its 
president. It was he who suggested the basis of the Minnesota Hospital Serv- 
ice “combine,” and was a member of the executive committee until 1938, when 
he became additionally its president. He is also a past vice-president. 

This energetic gentleman has appeared before the legislature many times 
on behalf of the Minnesota Hospital Association, and was author of the lien 
law bill and the motor vehicle bill. In 1927 he was one of the committee 
which organized the Clinic Managers’ Conference, which has national scope. 
His professional hobby, as you have probably guessed, is charitable trust organ- 
izations and taxations. He is a member of the American, Minnesota and 
Minneapolis Bar Associations. 

Mr. Stasel was born in McGregor, Ia., August 12, 1894, spent his school 
days in Minneapolis. The year 1914 found him hard at work at an office job 
in the U. of Minnesota medical school. He was later given charge of the 
scientific stores, and by the time he was 22 — things happen fast in the Stasel 
“biography” — he was the precocious assistant supt. of the University hospi- 
tal, under Dr. L. B. Baldwin. He left this post, temporarily, in 1918 to enter 
the army, had a commission first in the sanitary, then in the medical administra- 
tive corps; was mess officer at Base hospital, Camp Doniphan, Fort Sill, Okla- 
homa, and Camp Dodge, Iowa. 

Back home again, he plunged back into hospital work and a combination 
of duties with his usual dauntless enthusiasm. While serving at his former post 
at University hospital, he took over the construction and organization of Miller 
hospital and its assistant superintendency as well. In 1922, he took over busi- 
ness management of the Nicollet clinic in addition to his university duties, and 
carried this schedule from 1921 to 1927, contriving to graduate in law, in the 
meantime. 

In 1929, he negotiated the purchase of the Eitel hospital, became its supt., 
also secretary and treasurer of its board of trustees . . . and has, with marked 
success, been carrying combined duties at the clinic and this hospital, ever 
since; also serving as receiver of the Hillcrest Surgical hospital of Minneapolis 
(since June 1935). He is vice-president of the board of trustees at Glenwood 
Hills and Homewood hospitals. 

To catalogue but a few of his affiliations, this executive is a Charter FeHow 
of the A.C. of H.A., 32nd degree Scottish Rite Mason, member of the Junior 
Chamber of Commerce, the American Legion, the local athletic club. 

Mr. Stasel plays as hard as he works — carries three (count them) fishing 
outfits in the car at all times just in anticipation, more than holds his own at 
baseball or football with his two sons, and for indoor sport, plays the piano. 
There are two daughters in the family, too. 
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HOSPITALS AND HOW THEY DEPRECIATE 


With the use of hospital facilities 
now “sped up,” the expenditures for 
modernization and upkeep. are 


bound to be on the increase. 


This 


state of affairs makes pertinent a 
discussion of some of the economic 
factors entering into present hospital 


appraisal practice. 


PEAKING of “mortality statistics” — 
how long is the economic life of a 
hospital building? A recent survey 
of hospital property showed that by the ripe 
old age of 40, 60% had undergone face-lifting 
operations in the form of one or more modern- 
ization programs. ° The investigation, requested 
by Mercy hospital, San Diego, and reported by 
Victor R. Lundy, N.A.I., and Lottie L. Craw- 
ford, M.A.I.* sheds some interesting light on 
depreciation, and other financial items of in- 
terest to hospital supts. and business managers. 
The questionnaires went to 1,000 A.M.A. 
accredited hospitals — to all non-profit and 
proprietary institutions in California with 50 
beds or more, in other states to those with 100 
beds or over. No city, state, county or federal 
institutions were included, or those of fraternal 
or industrial organizations — just those operat- 
ing for profit, on a competitive basis. And 
here’s what the 384 replies showed: 


group, 72% were reported as either modern- 
ized or demolished. 

This survey was limited, of course, and re- 
sults are not conclusive; but they do appear to 
support the conclusion that the probability of 
any hospital enjoying, without addition of 
large amounts of new capital, an economic life 
of much more than 35 years is extremely re- 
mote, and that a depreciation factor of at least 
3% as advocated by some hospital authorities 
1s none too great. 

Opportunities for the appraisal of hospital 
properties are comparatively rare, and there is 
little to be found in appraisal literature deal- 
ing with this subject, say the authors, ‘‘the ex- 
tent of the discourse on hospitals being that 
they are service properties and as such are to 
be appraised on a cost less depreciation basis.” 

“Hospitals, however,” state these authorities, 
have in numerous cases, many of the attributes 
of investment properties. The plant and 


Demolition and Modernization of Hospitals 


Years of Actual Age 


51 and Total 
1 to 20 21to30 31to40 41to50 Over All Ages 

Age at which modernized 
1 to 20 25 54 24 10 4 117 
21 to 30 = 6 25 11 7 49 
31 to 40 = —_ 7 10 6 23 
41 to 50 Reis 3 2 5 
Total modernized .................... 25 60 56 34 23 198 
Number demolished .............. 3 7 20 9 7 46 
Modernization not indicated .. 98 25 2 5 10 140 
Number in group ............---.---- 126 92 78 48 40 384 
Percentage of total ................ 32 25 20 13 10 100 


Tabulations, you'll note, indicated that in 
the 20 years-and-under age group, not only had 
a number of hospitals been demolished, but 
20% had required new capital expenditures 
for modernization. In the 20 to 30 year age 


* A.M.A. Journal, issue of Dec. 23. 
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equipment, the personnel, the receipts and dis- 
bursements, and the problems of management 
in a hospital are often more intricate than in 
those of large and important commercial enter- 
prises, and the necessity for most of them to 
earn a return commensurate with the capital in- 
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vestment which they represent is no less than 
it is in the case of hotels, apartments and 
similar enterprises, which have, as do hospitals, 
space and service for sale, and the investment 
nature of which is recognized. To complicate 
the situation further, there is the matter of 
necessary free service or charity cases. 

Economic obsolescence, of course, in ap- 
praisal practice, is that phase of depreciation 
which has to do with loss of value due to 
adverse economic factors not inherent in the 
property, but rather environing it. In hos- 
pitals, agree these authorities, there is a phase 
of economic obsolescence which occurs in few 
other types of property. A hospital is subject 
- to peculiar economic hazards. It is a civic and 
social institution which, unless it cooperates 
freely in promoting community well being, is 
thought of as not performing the task for 
which it was intended, and which public opin- 
ion insists that it shall perform. 

Conclude the authors — and how well hos- 
pital supts. know it — the result of this situa- 
tion is that it is exceedingly difficult to operate 
a hospital on a strictly commercial basis and, 
to the extent that its efforts are devoted to 
charitable activity and free service, it becomes 
uneconomic and suffers loss of value accord- 
ingly, as it grows impossible for it to earn a 
legitimate return on the capital investment 
which it represents. 

The Laggard States 

In all states, with the exception of Cali- 
fornia, New Mexico and Wyoming, this situa- 
tion is recognized and an effort to compensate 
for it is made by the elimination of taxes 
wholly or in part. Where no such tax conces- 
sion is made, there appears to be logic to the 
contention that, so far as charitable activity 
results in a loss of capital value, the inequality 
which thus arises should be adjusted by a 
proportionate reduction in valuation. 

In any consideration of a hospital as an in- 
vestment property, cognizance must be taken 
of the cost of the charitable or free contribu- 
tion. If the institution were free to delegate 
this portion of its function to the state where 
it really belongs, it could devote this portion 
of its plant to income-producing activities. As 
an illustration, let us say that one-third of the 
plant of the entire hospital is devoted to chari- 
table works. We must then consider that the 
property has suffered from economic obsoles- 
cence the loss of one third of its value. 

Necessarily in any financial statement made 
for the purpose of obtaining financing, whether 
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through a bond issue or a direct loan from a 
financial institution, this loss of value must be 
considered. If some public recognition could 
be obtained of this social demand to the extent 
that state or municipal aid was given, the 
financing of hospitals could be made much 
more simple. 

With the tendency toward a more general 
use of hospitals in minor ailments we can, in 
our opinion, expect an acceleration of obsoles- 
cence. Expenditures for modernization and 
upkeep will necessarily increase in order to 
arrest this tendency. Without a doubt many 
hospitals which have coasted along on their 
reputations will find it necessary to make major 
expenditures in order to maintain their incomes 
and compete with more modern institutions. 


Medical Society Approval of 
Hospital Service Plans 


That Medicine and Hospitals have been 
able to ‘‘get together’ on the majority of 
existing hospital plans was indicated recently 
by a questionnaire sent out to 56 ap- 
proved non-profit plans. Results were re- 
ported in the Hospital Service Bulletin of Feb. 
1, covering 53 answers. 

The fifty-three plans unanimously reported 
that they had at least one doctor of medicine 
serving on the board of directors. Twenty- 
seven had an official representative of the 
medical society on their board, and nine 
have an unofficial representative, while a 
total of 68% reported some medical society 
representation. One plan reported approval 
had been withdrawn by the local medical 
group until the society has a majority on its 
board of directors. 

Thirty-five plans, or 66% of those reply- 
ing, have formal approval. Thirty-one have 
been sanctioned by their local county so- 
cieties; four (state-wide) plans by their state 
medical societies. Of the 31 plans receiving 
local society approval, eight have also re- 
ceived state society sanction. 

— 


Philadelphia Plan Extends to Low Incomes 


The “City of Brotherly Love’ expects 
to extend the advantages of its three-cents- 
a-day hospital plan shortly to the low-income 
groups who can afford to pay for ward beds. 

Under the proposed enlargement, ward 
care would be provided for those subscrib- 
ing at the rate of 50 cents a month for an 
individual, or $1 a month for a family. 
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THE HOSPITAL AND THE 
THEATRE MOVEMENT 


N EVERY city or town — that means 

in the vicinity of practically every hos- 

ital — there is a group of people who 

like to “hobby” with a music or theatre group. 

The Little Theatre movement has spread like 

wildfire all over the country. Its Thespian 

aspirants are nearly always public-spirited, and 

are always looking for a chance to face the 

footlights. Now what's a better excuse than 

a hospital benefit? The very nature of the 

production assures an audience . . . and a sure 

means of producing income for one of the 
worthiest projects in the community. 

This dual opportunity for local talent to 
express itself and for hospitals to benefit was 
recently exercised to advantage up in New 
Hampshire. The Mary Hitchcock Memorial 
hospital in the town of Hanover has an active 
auxiliary which has just presented to the public 
the grand old Gilbert and Sullivan classic, 
H.M.S. Pinafore. And they ‘‘polished off the 
handle of the big front door” to the profitable 
tune of about $1200 net for two performances. 

The town of Hanover is fortunate in having 
a Handel society, which in turn is fortunate to 
have as its head the director of music at Dart- 
mouth college, Professor Maurice F. Long- 
hurst. The organization has been in existence 
in this New England town since the early 
1800's. 

An excellent cast did justice to the lilting 
tunes, and the audience left in the happiest 
frame of mind. There was an array of talent 


14 


from school and college circles. The land- 
lubber Ruler of the King’s Navee was carried 
off by a Dartmouth English professor. And 
his sisters and his cousins and his aunts — 
that’s where a group of hospital technicians and 
high school students made their entry. The 
White River Junction music director kindly 
came down to take over the role of the wistful 
Buttercup. The eight-year-old daughter of the 
local post-master made a fine Tom Tuck. The 
men’s chorus included a minister, some of the 
college staff and students, a manager of the 
local telegraph company, a storekeeper, etc. 


The “artist in residence’ at Dartmouth, Paul 
Sample, turned an expert hand to scenery de- 
signing. Altogether there were about 118 peo- 
ple connected with the production in one ca- 
pacity or another. 


A professional production is lucky to have 
an “angel” somewhere in the background, and 
in this case, it was 25 Hanover business men 
who underwrote expenses, says Hospital Presi- 
dent Max A. Norton. The substantial amount 
turned over to the hospital will constitute only 
a part of this active auxiliary’s total gift for 
the year. 


So to hospital supts., we counsel: look 
around for a dramatic or music group to put 
on regular benefit performances for your hos- 
pital. It can be a real contribution to culture 
in the community — and there may be gold 
behind those footlights. 
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THE A.M. A. SURVEYS 
THE HOSPITAL SCENE* 


Q™)a“t certain harbinger of Spring — 
he “Hospitals” number of the A.M.A. 

Journal — is out, with its survey of 
facilities made more comprehensive than ever 
by some new features. One is the analysis of 


hospitals in each state according to ownership 


of hospitals are “public consciousness of hos- 
pital service, extension of facilities to hitherto 
unserved areas, use of tax funds for expansion, 
and use of rural hospitals as a necessary adjunct 
to medical service for communities.” 

Once again government hospitals, state, fed- 


and type of service. An- 
other: designation by sym- 
bol of A.C. of S. ap- 
proval. There is a special 
study this year, too, on 
anesthesia. 

Since 1909, the volume 
of publication of the hos- 
pital list by the diligent 
Council on Medical Edu- 
cation and Hospitals has 
taken more than 130 mil- 
lion pages. This year’s re- 
port is extraordinarily 
complete. It was prepared 
on returns from institu- 
tions maintaining 99.6% 
of the beds in registered 
hospitals. And informa- 
tion from other sources 
covered the remainder. 


What are the newest 
figures on government 
institutions, registered 
hospitals, births, effects 
of group hospital insur- 
ance? The year 1939, 
in its passing, brought 
some important 
changes in the hospital 
scene. In its annual 
survey, the A. M. A. has 
recorded the latest sta- 
tistical ups and downs, 
with some new features 
which increase its use- 


eral and local, show 
growth. There are now 
1,740, with an increase in 
idle beds from 78,449 in 
1938, to 81,098 in 1939. 
Non-government hospitals 
increased 48, now totaling 
4,486. Their admissions 
constitute 62.6% of the 
total number of patients 
admitted to all registered 
hospitals. 

Most conspicuous is the 
gain of independent and 
fraternal nonprofit corpo- 
rations. With an increase 
of 65, there are now 1,- 
783. Another marked 
change, but downward, is 
noted for the proprietary 


One person every 3.2 
seconds is the rate at 


fulness as a reference. 


group — also a decline in 
institutions incorporated 
for profit, mostly due to 


which patients entered 

hospitals during 1939, it 

seems. The total number admitted by all reg- 
istered institutions was 9,879,244, not includ- 
ing 1,099,713 babies. 

Capacity of registered hospitals has practical- 
ly doubled since 1918 and trebled since 1909. 
The number has “upped” from 6,166 to 6,226 
(of which 2,354 have A.C. of S. approval). 
The total number: of beds in registered hospi- 
tals was 1,195,026 . . . the increase was at the 
rate of a 92-bed institution for each day in 
the year, the figures show. 

For the increase in registered institutions, 
says the report, credit the group insurance 
plans, which will affiliate only with those reg- 
istered, with consequent improvement in serv- 
ices, equipment and personnel. Other factors 
tending to augment the number and patronage 


*Candensed from A.M.A, Journal, March 30. 
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changing over to the non- 
profit classification. 

As long as the annual census has been con- 
ducted, general hospitals have done an increas- 
ing proportion of the hospital work of the 
country. The present listing shows 4,356, as 
compared with 4,286 the year before. 

_ Nearly half the new babies in the U. S. were 

hospital-born — interesting, since 1938 was 
the first time in history the number in A.M.A. 
registered hospitals ever went over the million 
mark, according to statistics. 

Hospital administrators will be interested to 
know that of the 6,226 registered institutions, 
2,189 have physicians as their supts. or ad- 
ministrators. Nurses direct 2,375 of the hos- 
pitals, while executives with neither the M.D. 
or R.N. degree, head the helm of 1,662. 

An interesting point is made in differentia- 
tion between “‘registration” and “approval,” 
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"Gay Nineties" or “Dark Ages"? A nursing scene staged by N. E. Sanitarium. 


HOSPITALS IN THE LIMELIGHT: 
MAY 12 


OOMS up May 12 on the calendar 

— and Hospital Day committees 

do toil over ways and means of 
spot-lighting hospitals before the public. 
The day falls on Sunday, you know, this 
year, and while some institutions plan to 
celebrate on Saturday, and some on Monday, 
the day proper would seem to be a natural 
advantage, well-planned by the calendar- 
man to allow many folks to flock to their 
community hospitals who otherwise would 
not have the opportunity, on week-days. 
Speaking of plans for the festivities, let’s 
put some of last year’s winners on the re- 
viewing stand. 

The time: May 12, last year. The place: 
Paradise Valley Sanitarium and Hospital, 
National City, California. On the grounds 
before this western institution, a crowd is 
transfixed before a zulu witch doctor. Nattily 
if scantily attired in a leather loinskin, with 
chic leg and arm-bands of goat-hide, set 
off by a necklace of medicine horns, he 
dances. And loud beat the drums as he 
swirls and pounces, weaving his spell of 
blackest magic. Watch that crowd step 
back as the inyana rolls his eyes and points 
a belligerent spear at some suspected victim! 

It was all in good clean fun — just part 
of a “From Magic to Medicine” exhibit 
that helped this hospital earn a publicity 
award for cities of less than 15,000 popula- 
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tion. Some 10,000 of those aforementioned 
citizens turned out to the display on the 
hospital grounds, and drank up 350 gallons 
of free orangeade. The hospital lawn was 
otherwise well occupied, too, with ‘medicine 
men” not to be found in any medical di- 
rectory — a Hindu prescribing herbs from 
the jungle and teeth from the sacred cow, 
an Egyptian mixing up eyewash in a pot of 
boiling flies with a dash of molasses and 
sand. The public found it a fascinating 
spectacle. 

Feeling that its patients were best served 
by keeping visitors out, this hospital followed 
the mountain-to-Mohamet plan and took the 
hospital to its visitors. Aided and abetted 


INDIANS 
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by the well known California sunshine, they 
were able to set up hospital “departments” 
out on the lawn, illustrating the mysteries 
of x-ray, hydrotherapy, etc. The local high 


school closed at noon, and between 12:45. 


and 3:30, there were 1100 students swarming 
the grounds — thoughtfully taking in an 
exhibit demonstrating the effects of nicotine 
on two white rats, and a wrecked coupé 
with the catchy and significant slogan: 
Thinking drivers do not drink. Drinking driv- 
ers do not think. A Mexican City opera star, 
a male quartette, and many other features 
diverted the crowds. Fifty official guests 
sat on the speakers’ platform, built for the 
‘occasion in front of the porte cochére, over- 
looking the grounds. The crowds were 


Some interesting medical spell-binders in the 
"Magic to Medicine" exhibits which were a feature 
at the Paradise Valley Sanitarium and Hospital, last 
May 12. 

Top to Bottom 

A Central American curandero with a crowded 
waiting-room. This medical marvel “sees things in 
smoke" and administers large doses of herbs. 

Surrounded by jungle atmosphere, the medico from 
India is pondering a prescription. Branding the pa- 
tient with red-hot teeth from the sacred cow may do 
the trick — maybe not, too. 

Office hours in the Land of the Sheik — the 
Arabian medicine man, with a reputation mainly 
established on his success with egg-shell poultices 
and fly ointment. 

An African "doctor" cut a few capers in the name 
of therapy. He favors blood-letting (amicable or 
—— and treats trachoma with powdered clam 
shell. 


Below, Left to Right 
The San Diego County Indians are the "American 
Finns" in their therapeutic use of sweat houses, where 
water is poured on hot stoves for steam baths. 
This Yaqui chieftain of Arizona has cut down on 
“office overhead"! He relies mainly on herb-treat- 
ments for his “cures.” 
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Here's a nursing school in miniature, as graphically depicted by Cleveland City Hospital. 


handled competently, with an information 
agent stationed at every entrance, and a 
squad of young men to meet and park cars. 

At Stoneham, Mass., a 40th anniversary 
gave New England Sanitarium and Hospital 
a dual cause for celebration. Scoring a total 
of 1300 inches of newspaper space and more 
than 700 minutes on the radio, they bagged 
the publicity prize in the over-15,000-popula- 
tion class, you remember. 

Among the exhibits in the gymnasium, 
the ones which particularly tickled the public 
fancy were those contrasting nursing in 1899 
and 1939. The sickroom of the gay nineties 
was riotously typical of its era, replete with 
ferns, lace curtains, tidies, bowl and pitcher, 
porcelain clock. 

"History" Makes News Headlines 

The program took another reminiscent 
turn, too, with the arrival of one of the 
hospital’s first patients, in the original hos- 
pital hack, driven by the original driver. 
Two more patients of “way back when” 
cut the ribbons which formally opened the 
hospital to inspection, and a homecoming 
banquet for former personnel furnished 
plenty of talk about old times. The sani- 
tarium has a newly organized band of 40 
pieces, and they collaborated with the high 
school orchestra on music. The garden club 
came and brought their choicest blooms for 
the flower show. Infant entries in the baby 
clinic each received souvenir toys, and guests 
chased balloons filled with prizes, which were 
released during the day. 

Cleveland City hospital, winner of the 
A.H.A. award for cities over 15,000, “packed 
them in” to the extent of over 30,000 — 
which took a lot of managing on the part of 
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Supt. George P. Bugbee and the twelve com- 
mittees who handled the affair. Visitors 
were met at the door by trained guides from 
the Junior League, and by student nurses. 
The 25 booths in the gymnasium afforded a 
fine “backstage look” into hospital life. A 
noon-day luncheon sponsored by the ad- 
visory board was attended by the mayor, 
and by over a hundred civic and business 
leaders. 
Another A.H.A. Award Winner 

Hospital Day observance at Hinsdale (IIl.) 
sanitarium centered around ceremonies hon- 
oring Matthew O. Foley, founder of the day. 

In these and many other ways, hospitals 
did honor to the memory of Florence Night- 
ingale. In thinking up exhibits, it’s good 
advice not to “overlook the trees for the 
forest.” The material for publicity is right 
there, encountered in the daily round of 
duties, and sometimes it’s the most trivial 
item — to you — that creates the most 
public interest. For instance, an x-ray of 
a toy swallowed by a youngster, resting 
in the four-year-old’s midriff, was part of a 
display which brought to St. Luke’s hospital, 
Milwaukee, a plaque from the Wisconsin 
Hospital Association for the most outstand- 
ing program in the state. It made a graphic 
object lesson to parents to teach their chil- 
dren to stay that hand-to-mouth impulse. 
Such minutiae from the so-called human 
interest angle are frequently the stuff of 
which good publicity is made. 

As usual, you'll find a wealth of practical 
suggestions in the carefully prepared mate- 
rial put out by the National Hospital Day 
committee. There are five leaflets, whose 
titles indicate their usefulness: No. 1, “The 
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Modern Hospital Educates the Public’; No. 
2, ‘Features and Program of the Day’; No. 
3, “Material for Use in News Releases, 
Speeches, Radio Talks, and Other Publicity” ; 
No. 4, “Sample Editorials and Radio Script” ; 
No. 5, “Sample of Proclamations, How to 
Arrange for Radio Talks, Sample Radio 
Talks and Announcements.” See Leaflet No. 
2 for a complete list of awards offered, also 
the essentials on how to report your ob- 
servance or ‘‘preserve the evidence.” 

The Committee is urging states and re- 
gions to give awards to two hospitals in 
their districts, to be judged on the same 
basis as the A.H.A. and Parke, Davis & Co. 
prizes . . . It’s all a little more publicity 
for the cause. 

Indiana hospitals this year plan an event 
of national importance with the dedication 
service at the grave of Jane Todd Crawford, 
in Sullivan, Indiana. She earned her place 
in medical history as the heroine of the first 
operation for abdominal surgery, performed 
by Dr. Ephraim McDowell without anes- 
thesia. P. S. She survived for 32 years, 
to tell the tale. 

More and more cities are “going in for” 
city-wide programs. Chicago is one of these, 
and is making extensive preparations. The 
Chicago Hospital Council is managing affairs, 


cooperating with allied hospital organiza- 
tions. Frederick L. McNally, council presi- 
dent, is negotiating to take over the Uni- 
versity of Chicago Round Table program 
on the radio. 

There is rumour of plans afoot to “wan- 
gle” a special issue of a National Hospital 
Day stamp . . so philatelists, to arms! 


Hines Reports Veterans’ Needs 

Maximum needs for veterans’ hospital 
beds will be reached between 1945 and 
1949, when a total of 100,000 will be re- 
quired. This information was recently con- 
veyed to President Roosevelt by Brig. Gen. 
Frank T. Hines, administrator of veterans’ 
affairs. 

Provision should be made for about 15,000 
additional beds, in addition to the 85,000 now 
provided by the present construction pro- 
gram (for which money is now available). 

Eighty-four veterans’ hospitals and homes 
are now in operation, with a total of 91 in 
the offing when those at present under con- 
struction are completed. 


N. Y. Fair Repeats Medical Exhibits 
The medical and public health exhibits at 
the New York World’s Fair will be re- 

opened for the second season on May 11. 


Bereft of all their fashion-frills, these haughty wax beauties took the day off in a Boston 
show-window to publicize May 12 for New England Sanitarium and Hospital. 


April, 1940 


| 
2, "9 on 
5 
\ 
ay 


HODGE PODGE 
By Harry Phibbs 


AVING an idle hour, and wishing 
to put it to good use by escaping 
from the mundane affairs of a Big 

City day, I went to visit the Explorers Club, 
in New York. That is a place where at any 
time you can expect the unexpected, where 
you may run into some unusual fellow back 
from a trek to the far-away places where he 
has been seeking fossils or dinosaur eggs, or 
photographs of head hunters, or pictographs 
from Mayan ruins. The Club is one of the 
few places in the world which the rambling ex- 
plorers or the exploring ramblers call “Trail’s 
End.” 

For “South!” to myself said I, as I left the 
slush of a chill afternoon, in this den adorned 
with heads and horns. “I may run across some 
such interesting fellow as Anthony Fiala, that 
quiet-spoken man who led an early expedition 
to the frozen north, and was Roosevelt’s guide 
on the River of Doubt trip. Or Dr. New- 
combe, who went north with Fiala and now 
directs publicity for a pharmaceutical house. 
Or that other globe-trotting medico, Dr. 
Auginbach, who wrote “I Swear by Apollo,” 
may be there — or perhaps that old sea dog, 
Captain Bob Bartlett, will be spinning a yarn 
of sailing and sealing where the ice floes clut- 
ter up the seaways. So, modestly I entered, as 
befits an ordinary mortal in such a sanctum. 

The first man who came to greet me was 
dressed in kilts . . . not the showy uniform 
of the Scottish soldier, but the elegant and 
just-as-picturesque costume of a Highland 
Chief, and on his sporran was the Royal Lion 
of Scotland. 

“I am the Chief of Clannfhearghuis,” he 
introduced himself. And I looked in amaze- 
ment at this man who has carried the romance 
of an earlier day into our woebegone age. 
Many times I had heard of him, and known 
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that if the stream of history had flowed a dif- 
ferent channel, this man, and not a Windsor, 
might carry the title of ‘King of Scotland.” 
His story dates back to Bonnie Prince Charlie 
and the Forty-Five. His ancestry goes back 
to Fergus Mor, who swung a claymore before 
Caesar was born. 

This Prince Charlie affair is now but a 
theme for old songs, a figure of romance in 
fancy dress, but in its time, it was bloody war. 
James, the King of England and Scotland, was 
chased off the throne by his rebellious subjects. 
A German prince was invited to replace him, 
and then his handsome son, Charlie, landed 
in the Highlands to rally the clans and drive 
the Sassenach out of Scotia. Signal fires in the 
heather, the war-singing of bagpipes. And 
the kilted men slashed a little victory with their 
swords, until at Culloden moor, they met the 
bloody Duke of Cumberland — and the cause 
was lost. Dead bodies in the tartans of Stew- 
art, MacDonald, MacLean and Cameron made 
pitiful the heather — and Bonnie Prince 
Charlie a fugitive to France. These Gaelic 
chieftains and clansmen became the freelance 
fighters then of Europe, and though they 
fought the length of all the wars, but few laid 
eyes on their homeland again. 

Unexpectedly, you will come across a Scot- 
tish or an Irish name cropping out in the 
roster of some European court. Count O’Don- 
nell in Spain, the MacDonalds in Russia, the 
MacMahons and Hennessys in France. And 
sometimes after the years have dimmed the 
hates of conflict, some young descendant of a 
chief wanders back to the homeland and buys 
back from the hand of the stranger the ancient 
hold, and rekindles the fire that once made his 
ancient name a rallying cry. 

From France came our friend the Chief, 
back to Stra-Chur, back to the tartan plaid and 
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on your measuring glassware is the 
quality of Mallinckrodt Prescription Chem- 
icals. Each product manufactured by the 
Mallinckrodt Chemical Works for use in 
prescription compounding represents the 
accumulated result of nearly 75 years of 
research. In prescribing or dispensing Mal- 
linckrodt chemicals give the patient the 
benefit of these years of study. Specify 
MCW in your prescriptions. 


MALLINCKRODT 
PRESCRIPTION CHEMICALS 
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BISMUTH COMPOUNDS 
TANNIC ACID 

IRON COMPOUNDS 
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The following brochures sent on request. Check those desired. 
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the kilts and sporran, back to put his foot on 
his native heath, and from there to go wander- 
ing again to Africa, the Orient, or any far 
strange land that needed a bit of looking into. 
It is typical of the Celt, that much as he loves 
his native shore, he can’t help wandering away 
from it. 

Always and wherever, the Chief wears the 
kilt and walks as a Scottish chief should, a 
gallant figure among all the sedate trousering 
that modern fashion has wrapped on the legs 
of man. And why not the kilts? For the 
Scotch are a stubborn and stiff-necked race, and 
because after Culloden the Saxon forbade the 
wearing of the native costume, they have 
wrapped themselves in it with a defiant swing. 

Many of the pioneers of our America came 
here wearing the kilt, many of them refugees 
and war prisoners from the defeat of the Forty- 
Five. Some of them sold as bondsmen or 
prisoner servants to the sanctimonious Pilgrim 
Fathers, but deep-graved on their minds was 
the pattern of the clan tartan, always their 
music that of the pipes. And did you ever 
hear the bagpipes, a line of good pipers play- 
ing a Highland march, and the kettledrums 
thumping the beat, and the tartan flying and 
the kilts swinging — and didn’t it hit some- 
thing inside you so that your feet itched to 
keep step, and your hand reached to your side 
for the feel of a claymore, and whatever of 
Scottish blood there is in your veins bubbled 
up to the top — and your tongue took on a 
burr? And you were proud, as the world is 
proud, that here is left to us a race that clings 
to its tradition and its kilts. 


Supreme Court Refuses to Rule 


on Health Plan 

The United States Supreme Court in Jan- 
uary refused to pass upon a California tri- 
bunal’s decision that the Pacific Health cor- 
poration is practicing medicine in violation 
of the law. 

The suit was brought against the group by 
California’s state board of medical examiners, 
who contended, upheld by the state decision, 
that the health group, in selecting and pay- 
ing licensed physicians to care for members, 
was itself practicing medicine in violation 
of the law. 

The defendent contended that the litiga- 
tion was a “test case chosen by the organized 
medical practitioners of the country to ter- 
minate, prevent, and strike down what they 


generally term ‘group medicine’. 
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What's Your Score? 

Do you rate hospital administration as a 
means of livelihood, a profession (or just 
a headache)? If you can honestly say it’s 
a profession to you, the chances are that the 
hospital and community rate you, in turn, in 
the A-1 brackets. For here’s the way Reuben 
T. Shaw, president of the National Education 
Association, distinguishes a “profession” 
from other occupations: 

1. The “call”: the strong desire to give 
one’s life to a particular field of endeavor. 

2. The requirement of a broad general 
training. 

3. The requirement of training in special- 
ized fields of knowledge. 

4. The exaltation of service above gain. 

5. The requirement of continuous study 
and growth. 

6. The stimulation of growth of pride in 
the service rendered. 

7. The development of a well-knit pro- 
fessional organization. 


New Magazine Promotes 
Maternal Welfare 


On the 15th of this month, The Mother, 
first issue of the new quarterly bulletin of 
the American Committee on Maternal Wel- 
fare, will see the editorial “light of day.” 

The bulletin will have on its mailing list 
those interested in improving infant and 
maternal care — namely the committee mem- 
bers, and every doctor practicing obstetrics 
and gynecology in the U. S., a total number 
exceeding 6,000. It will be distributed free 
of charge. 

The first issue will contain general in- 
formation about the aims and purposes of 
the American Committee on Maternal Wel- 
fare and the American Congress on Obstet- 
rics and Gynecology, and the 1940 state 
programs for infant and maternal care. 


A New Hospital Council 

Rochester, N. Y., is one of the latest cities 
to form a hospital council — there are now 
more than 30 such organizations in existence. 
The Community Fund bears the entire cost 
of the project, we understand. The first 
undertaking: standardization of the account- 
ing systems “at least to a point where uni- 
form reports and statements may be pre- 
pared.” 
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Its clinical behavior makes Cyclopal 
Sodium (sodium cyclopentenylallyl- 
barbiturate) a desirable hypnotic 
and preanesthetic sedative. Produc- 
ing moderately deep sleep after an 
induction period of about 30 min- 
utes, its action is relatively short. 
The duration of its influence is from 
4 to 6 hours, permitting the induced 
hypnotic state to merge into normal 
sleep. Cyclopal Sodium is low in 
toxicity, has a wide margin of safety, 
is quickly destroyed within the 
organism, and does not depend upon 
the kidneys for its elimination. In 
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Producing a 
Post- Hypnotic 
of 


UPJOHN 


Makers of Fine Pharmaceuticals Since 1886 
KALAMAZOO, MICHIGAN 


therapeutic doses it exerts no dele- 
terious influence upon the cardio- 
vascular and respiratory systems. 
Awakening is spontaneous, and is 
not followed by headache, drowsi- 
ness, or mental depression. Cyclopal 
is indicated whenever a dependable, 
relatively short-acting hypnotic is 
needed—for insomnia, for preoper- 
ative sedation, and for obstetric 
analgesia. 

Available in two dosage forms: 34 
gr.—Bottles of 25, 100, and 500 cap- 
sules; 214 grs.—Botiles of 25, 100, 
and 500 capsules. 
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“INTRAVENOUS 
PYROGEN PROTECTED... COUNCIL ACCEPTED ... The following solutio:. 
Physiologic Sodium Chloride Solution; Ringer’s Solution; Dextrose 5% in Distill 


cepted: 
5% in Physiologic Sodium Chloride Solution; Dextrose 10% in Distilled Water; Dextrose 
Sodium Chloride Solution; Dextrose 25% in Distilled W ater. 
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Meeting Calendar 


April 17, Alabama Hospital association, 
Birmingham 

April 22-24, Iowa Hospital association, Des 
Moines 

April 25-26, Kentucky Hospital association, 
Louisville 


April 25-26, Arkansas Hospital association, 
Little Rock 

May 1-3, Tri-State Hospital assembly, Chi- 
cago, also Illinois, Indiana, Wisconsin 
and Michigan associations 

May 8-10, Hospital Association of Pennsyl- 
vania, Pittsburgh 

‘May 16-17, Kansas State Hospital association, 
Wichita 

May 18, Washington State Hospital associa- 
tion, Spokane 

May 22, Connecticut Hospital association, 
New Haven 

May 22-24, Hospital Association of the State 
of New York, Buffalo 

May 23-25, Minnesota Hospital association, 
Minneapolis 

June 6-8, New Jersey Hospital association, 
Atlantic City 

June 17-21, Catholic Hospital association, 
St. Louis, Mo. 

August 11-13, National Hospital association, 
Houston, Tex. 

Sept. 13-15, American Protestant Hospital 
association, Boston 

Sept. 14-16, American College of Hospital 
Administrators, Boston 

Sept. 16-20, American Hospital association, 
Boston 

Nov. 13, 
Denver 

Nov. 16-17, Oklahoma State Hospital asso- 
ciation, Oklahoma City 


Tri-State to Consider the Small 
Hospital's Problems 


Following the trend of the times, the 
small hospital and its problems receive at- 
tention by the Tri-State Hospital group, in 
their opening assembly. The intensive three- 
day meeting in Chicago, May 1-3, focuses 
on the general theme of improving patient 
care, and promises to be of much interest 
and stimulation not only to hospital admin- 
istrators and personnel, but to trustees, medi- 
cal staff members, auxiliaries and volunteer 
groups. 

A unique feature this year will be the 


Colorado Hospital association, 
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consultation service on the afternoons of 
May 1 and 2, when experts in each particular 
field will discuss specific problems, and offer 
consultation and advice. So — none of the 
three or four thousand persons attending 
the Chicago conference should leave the 
meeting with any questions unanswered, 
promises Dr. Malcolm T. MacEachern, pro- 
gram chairman. 

The general assembly each morning brings 
together the various groups to dicuss matters 
of common interest, then in the afternoon, 
the various sections will discuss their specific 
problems. 

The Small Hospital Assembly 

Dr. Robin C. Buerki presides over the 
small hospital assembly, and Co-Chairman 
Kate J. Hard, Saginaw, opens the discussion, 
with remarks on the importance of the small 
institution. Other speeches and speakers, 
all in reference to the small hospital, will be 
on: securing and maintaining adequate per- 
sonnel, Mary E. Skeoch, supt., St. Luke’s 
hospital, Marquette; meeting the problem 
of financing, Supt. Leon A. Bondi, Gales- 
burg Cottage hospital; organizing the medi- 
cal staff, H. Mortimer Bishop, Saginaw Gen- 
eral hospital; securing and maintaining good 
medical records, Sister M. Hilda, record 
librarian, St. Joseph’s hospital; efficient nurs- 
ing service, Supt. Hannah Rosser, Vermillion 
County hospital; adjunct diagnostic services, 
E. B. Jewell, Cass County hospital. Graham 
L. Davis, hospital consultant, W. K. Kellogg 
Foundation, gives the summary and recom- 
mendations. 

Pow-wow Over Finances 

Effective methods for conservation of 
funds will provide the theme of Thursday’s 
general assembly, with departmental econ- 
omies and control of waste discussed from 
the viewpoints of the various department 
heads. Earl C. Wolf, who is the Indiana 
State Hospital president, presides, assisted 
by Stuart K. Hummel, president, Hospital 
Association of Illinois, co-chairman. 

On Friday, the care of the patient is dis- 
cussed from the standpoint of recent ad- 
vances in service rendered. Robin C. Buerki, 
Tri-State Hospital Assembly, presides. Co- 
chairman is N. E. Hanshus, president of 
the Wisconsin group. 

Among the various conferences, the Fri- 
day meeting sponsored by the Small Hos- 
pitals section is bound to prove a popular 
one, with a panel round table conference 
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Petrolagar 


* 

Available at all 
Pharmacies Shut in — No exercise — Appetite off — Sluggish 
in 5 Types bowel, all suggest the use of Petrolagar to assist 


Bowel Habit Time. 


Petrolagar Plain adds unabsorbable fluid to the 
bowel content to encourage regular, comfortable 
elimination by purely mechanical means, free of 
habit-forming tendencies. 


Children and adults alike enjoy the delightful 


flavor of Petrolagar. It is easy to take. ter from 
a spoon or in water, as desired. 


Petrolagar . . . Liquid petrolatum 65 cc. emulsified 
with 0.4 Gm. agar in a menstruum to make 100 cc. 


Petrolagar Laboratories, Inc. ¢ 8134 McCormick Boulevard ¢ Chicago, Ill. 
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lead by Gladys Brandt, supt., Cass County 
hospital. 

In addition to the four associations, 22 
different groups participate in this meeting. 
New additions to the assembly are the biblio- 
therapists and laundry managers. The pub- 
lic relations directors may organize, it is 
believed. 

—- 
The Institute Idea Grows 


The Dallas (Texas) County Hospital 
Council is pioneering in a better understand- 
ing among hospital employees, and has in- 
itiated an institute, as a first step in the pro- 
gram. It was held the week of April 8. St. 
Paul’s hospital was host for the occasion. 

Eleven papers were presented, covering 
as many phases of hospital activity as pos- 
sible, each to be followed by a panel dis- 
cussion and round table. There are 24 in- 
stitutions affiliated with the group. 


The final two meetings of the first In- 
stitute for Hospital Employees sponsored 
by the Richmond (Va.) Hospital Council 
were held March 14 and 28. The sub- 
jects were dietetics and group hospitalization. 
The first three sessions, held in February, 
covered subjects relating to public relations, 


personnel and nursing. 


Re-Christened: N. E. Hospital 
Association 

The pros and cons of an accreditation 
program for schools of nursing, the exten- 
sion of general hospital service to include 
mental care, the community hospital’s par- 
ticipation in the public health program, pre- 
paid medical care, and many other vital 
subjects received the spotlight of attention 
at the New England Hospital Association 
meeting in Boston, March 7-9. Among im- 
portant business was the re-christening of 
the Association, which will henceforth be 
known as the New England Hospital As- 
sembly. 

The convention round table took on a 
new angle in the form of a departmental 
panel. Eight hospital department heads con- 
tributed some interesting information on 
the hospital’s non-medical services, presented 
as a conference by a hospital supt. with his 
executive assistants. This provided a run- 
ning discussion on asap laundry 
management, maintenance, dietetics, pur- 
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chasing, power plant, medical records and 
accounting . . . . and was so successful, it 
looks like a headliner for repetition at some 
future convention. Dr. Wilmar M. Allen, 
supt., Hartford hospital, conducted it. 

The discussion on nursing accreditation 
was lead by Clara Quereau, secretary of the 
committee on accrediting of the National 
League of Nursing Education. The expense 
of such an accrediting program as opposed 
to its probable results, was emphasized by 
Dr. Eugene F. Walker, supt., Springfield 
(Mass.) hospital. Approval of the project 
was voiced by Dr. Nathaniel W. Faxon, 
director, Massachusetts General hospital. Dr. 
W. Franklin Wood, director of the McLean 
hospital, Waverly, Mass., presided over the 
session, which was lead by Mrs. Delight S. 
Jones, assistant supt., Truesdale hospital, Fall 
River, Mass. Another speaker was Dr. 
Eugene Walker, supt., Springfield (Mass.) 
hospital. 


The Community Hospital's Chance 

The community hospital's opportunities 
to participate in the public health program 
by educational functions, social service work 
and out-patient department were discussed 
by W. Frank Walker, director, Health Divi- 
sion Studies, Commonwealth Fund, N. Y. 

General hospitals would do well to offer 
more facilities for the care of the patient’s 
mental health, was the theme stressed in 
talks by Dr. Clifton T. Perkins, Massa- 
chusetts department of mental health, and 
Dr. Cobb, psychiatrist of Massachusetts Gen- 
eral hospital. 

Friday morning’s session was lead by Miss 
Frances C. Ladd, supt., Faulkner hospital, 
Jamaica Plain, Boston, with discussions by 
E. H. L. Corwin, Committee on Public Health 
Relations, New York Academy of Medicine, 
and Mrs. Brewer Blackall, New England 
Hospital for Women and Children. 


The Supt.'s True Role 

“The Hospital Administrator: Boss or 
Organizer,” was the title of a talk by Michael 
M. Davis, Ph.D., Committee on Research in 
Medical Economics. 

Dr. Fred W. Carter, A.H.A. president, 
appeared at a Friday luncheon meeting, and 
presidents of the six separate New England 
state hospital associations were presented, 
Thursday. James A. Hamilton talked on 
the American College of Hospital Admin- 
istrators. 
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“THERE IS NOTHING BETTER THAN 


TERRA 
SIGILEATA!” 


‘Terra Sigillata”’—the earth whose 
genuineness was guaranteed by 
seal—is the name by which kaolin 


in medi 


was k l Europe. 


OHANNES SCULTETUS, SENIOR 

(1595-1645), made an early reference 
to kaolin when he wrote, “In the year 
1622, I opened the Body of a Monk at 
Padoa who was reported to have died of 
pains of the Colick ... In curing like 
inflammations... there is nothing bet- 
ter than Terra Sigillata taken in at the 
Mouth.” 


KAOMAGMA, Wyeth’s Magma of 
Alumina and Kaolin, represents the 
modern form of the ancient Terra 


Sigillata. In KAOMAGMA the 
adsorptive surface area of kaolin is in- 
creased by its dispersion in colloidal 
alumina gel, thus reducing the kaolin 
required for an effective dose and 
eliminating the disadvantages of 
plain kaolin. 


Throughits ability to adsorb readily and 
render innocuous intestinal irritants 
and toxins KAOMAGMA is indicated 
in intestinal disorders such as diarrhea, 
toxemia, food poisoning and colitis. 


KAOMAGMA 
Alumina and Kaolin 


JOHN WYETH & BROTHER, INCORPORATED, Philadelphia, Pa. +¢ Walkerville, Ont. 
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FOOD 


The Achiote and Vitamin A 

In the exotic dietary of Puerto Rico, recur 
such hot and savoury seasonings as capers, 
canned pimientos and hot pepper sauce. From 
the nutritive standpoint, the achiote (also 
known as annotto and bija) deserves special 
mention. 

This seasoning, a dusky red three-cornered 
seed, is rated as one of the most important 
vegetable sources of vitamin A yet known 
(Viola T. Glenn, Journal, American Dietetic 
Association, Feb.). 

The seeds are gently heated in lard until the 
fat has acquired a reddish-orange color. Then 
the seeds are strained out, and the “coloring” 
refrigerated for future use, in soups, stews, 
sauces, gravies and other dishes. When added 
to rice, it imparts a color frequently taken for 
saffron by those not “in the know.” 


Food for Parental Thought 

Malnourishment has its origin in a number 
of reasons — too little money in the family 
exchequer, diseased teeth or tonsils, or maybe 
ignorance. In studying over 5,500 New York 
school children with the condition, however, 
the health department came to an interesting 
conclusion. 

Three-fourths of the children, it is true, came 
from families in low-income groups, two-thirds 
lived in crowded quarters. Forty-three per cent 
had unsatisfactory eating habits, nearly 50% 
were described as having poor appetites. But, 
while over 4,000 of the children had inade- 
quate diets, the most frequent causes of the low 
nutritional state were not poverty and ignor- 
ance. In the majority of cases, the department 
made its diagnosis as just common ordinary: 
“improper child management.” 


Facts About Goat's Milk 

It may be that tasty diet of old tin cans, but 
for some reason, goats have the ability to pro- 
duce milk exceptionally low in bacterial con- 
tent. Many claims have risen, pro and con, 
about the virtues of goat’s milk, but research 
facts were generally lacking, until a depart- 
ment of agriculture investigation, described by 
A. K. Besley, Ph.D. (Jul. of Public Health, 
Feb., 1940). 

The government researchers found milk 
from the Toggenburg and Saanen breed of 
goats very like that of Holstein cows, and 
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when four babies received goat’s milk in their 
bottles while three others gurgled over the 
Holstein product, the gains reported from 
either bottle-beverage was in direct proportion 
to the nutrients consumed. 

The vitamin values reported for goat’s milk 
were well within the range of those reported 
for cow’s milk, with a comparatively high po- 
tency of vitamin B,. The equal amount of 
Vitamin A is interesting in view of the white 
color of goat milk butter fat. 

Goat’s milk curd was about 31% softer 
than that of Holstein milk, with an average 
curd tension within the upper limits of soft 
curd milk. A small-sized fat globule, one-half 
the volume occupied by the Holstein fat glo- 
bule, was another outstanding species differ- 
ence between the two milks. 


Salutations: To a New Vitamin 

Some Missouri doctors have gone and found 
a new vitamin, the existence of which was 
never suspected. Though not identified yet, 
it’s been provisionally labelled Vitamin Bp by 
Doctors A. G. Hogan, L. R. Richardson and 
Homer Patrick, of the U. of Missouri, who 
reported it at the American Institute of Nutri- 
tion meeting in New Orleans, this month. 

Right now, the exact significance of the vita- 
min is still a matter for speculation — except 
that its prevention of a certain condition 
in chicks indicates probable connection with 
structural development in Homo Sapiens. 


Some Facts About Avocados 

In an experiment with anemic rats, the iron 
of this fruit was highly effective in regenerat- 
ing the hemoglobin content of the blood. 
Weatherby reports an iron content of 0.0015 
per cent for calavos (in California Avocado 
Association Year Book, 1935). 

Mineral content for avocados grown in 
Florida, as reported by Tilt and Winfield (Jzl. 
Home Economics, 20:43, 1928) was: calcium, 
0.0370 per cent, phosphorus 0.0492 per cent, 
iron 0.0063 per cent, and magnesium 0.0365 
per cent. 

Its chemical composition appears to be high- 
ly variable, according to the variety and matur- 
ity of the fruit examined, says the A.M.A. 
Journal (of Feb. 3), in assembling these facts. 
The chemical values were reported by Chat- 
field and McLaughlin, in 1931. Similar dif- 
ferences in fat content in the West Indian, 
Guatemalan and Central American varieties 
have been reported by other investigators. 
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W hat precious drops are those? 


T is hard to conceive of any “drops” 
What precious drops are those more precious than those that safe- 
Which silently each other's track pursue, guard the health and well-being of little 


Bright as young diamonds in their infant dew? 


of adequate vitamin intake, both for 
: nutrition and the prevention of serious 
avitaminoses, many a physician has come to place reliance on Vi-Penta Drops as an all ’round 
vitamin supplement for little children—and grown-ups too—who cannot swallow capsules. 

Vi-Penta Drops is a clear palatable solution, laden with all five important vitamins (A, B,, 

B,, C, and D), which may be added to foods or beverages—even without the patient’s knowledge, 

if necessary. For the first time, the fat-soluble and water-soluble vitamins have been combined 

in such a way that the preparation may be added direétly to food without in any way sacrificing 

palatability. Average dose: infants, 5 minims daily; older children, 10 to 15 minims daily; adults, 

15 to 30 minims daily. Vi-Penta Drops ‘Roche’ are put up in blue-glass bottles, 2 sizes, with 

standardized, calibrated droppers: 15 cc (equivalent to 25 Vi-Penta Perles); 60 cc (equivalent to 

100 Vi-Penta Perles). HOFFMANN-LA ROCHE, INC. * NUTLEY, NEW JERSEY 


-VI-PENTA DROPS wao cannot swattow CAPSULES | 
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Progress in War on Syphilis 

Once more National Social Hygiene Day, 
on Feb. 1, offered a yearly opportunity for 
review of progress against syphilis and to 
make plans for the campaign for 1941. 

This year’s records show definite advance: 
blood tests reached a new high, numbering 
almost 11,000,000. Additional progress is 
seen in the fact that 19 states now require 
examinations for marriage licenses, while 17 
states demand tests for expectant mothers. 
The U. S. Public Health Service announced 
a gain of 25,000 cures over the number 
of arrested or cured cases for last year. The 
number of persons seeking treatments in 
clinics rose from 187,000 in 1938 to 315,000 
in 1939. The nation’s clinics discharged 
100,000 patients in wkom the disease was 
cured or safely arrested. 

A war on quacks was declared by the 
American Social Hygiene Association's re- 
gional conference in Chicago, Feb. 1-3. The 
public is more disease-conscious, but is still 
not educated on where to go for treatment, 
it was charged. 

The William Freeman Snow medal for 
distinguished service to mankind was awarded 
at the Chicago meeting to General John J. 
Pershing as former committee chairman. 

Experiment in Vitamin-Mineral 

Malted Drinks 

To determine the nutritive value of vitamin- 
mineral fortified malted food drinks, 50 under- 
nourished and underprivileged children se- 
lected by New York City hospitals were sent 
off to camp. 

Complete physical examinations, including 
blood counts and hemoglobin determinations 
were made before the children went. They 
were then put on identical diets, with the ex- 
ception that a malted food drink (Cocomalt) 
was given to one-half the group. Results: 

Group A Group B 


Average gaia 2.46 Ibs. 1.9 Ibs. 
image 1.25 Ibs. 2.37 Ibs. 
Hemoglobin and red cell 

count both improved ..... 28% 16% 
Hemoglobin increased ........ 36% 32% 
Red cell count increased .. 56% 40% 


Two of the children receiving Cocomalt 
gained 2 lbs. and 6Y, Ibs. respectively, while 
in the control group the greatest gain was 4 
Ibs. Conclusion: apparently the addition of 
the vitamin-mineral fortification in the regular 
diet was of value, as it was the only factor that 
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varied; and had not all the children been re- 
ceiving an optimum diet and enjoying a health- 
ful environment, it is quite possible that the 
addition of the malted food drink would have 
brought about greater improvement by sup- 
plementing an inadequate diet. 

The preliminary report of this experiment 
was presented by Dr. Shirley W. Wynne in 
Archives of Pediatrics, Nov. 1939. 


New Nomenclature for Catgut 


Sutures 

With the new U. S. Pharmacopoeia nom- 
enclature for catgut sutures, it is now neces- 
sary for personnel in the operating, purchas- 
ing and stock rooms to apply new terms 
to familiar materials. 

To help clear up any confusion created 
by the situation, Davis & Geck, Inc., have 
mailed out to more than 6,000 hospitals, 
some helpful notices which may be posted 
as ready references. 

All labels and catalogue listings covering 
these sutures are being revised to agree with 
the new designations decided upon. There 
has been no change in the products them- 
selves nor in production methods, this man- 
ufacturing firm points out. 

The new nomenclature for the sutures is 
as follows: 

Plain-Type A (formerly plain). 
Mild Chromic-Type B (formerly 10-day) 
Medium Chromic-Type C (formerly 20-day) 
Extra Chromic-Type D (formerly 40-day) 


New Inspiration for Hospital 
Dietitians 
A book abounding in new ideas and fresh 


‘culinary inspiration for hospital dietitians is 


the new “Quantity Food Service Recipes” as- 
sembled under the auspices of the American 
Dietetic Association. The volume commands 
attention as the only one in which every recipe 
has been tested by that final authority on food 
economics. Attractively “served” up between 
unusual covers, with a fine garnish of cartoons, 
the volume represents a successful attempt by 
the Association to put quality into quantity 
food service. 

The 1,100 recipes are the pet contributions 
from leading dietitians. Every recipe gives 
clear and exact instructions on ingredients, 
procedure, yield or number of servings, and in 
many cases, the size and kind of equipment that 
may be used to best advantage. Publishers: 
J. B. Lippincott Co. Price: $4.00. 
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SUPPORTIVE EVIDENCE 


Available in 50 gallon 
drums, gallon and 
quart bottles. 


BARD-PARKER 
FORMALDEHYDE GERMICIDE 


affords the optimum in the non-corrosive 
surgical preparation of instruments 


A comprehensive study,* evaluating the bacteriologic 
potency and non-corrosive action of chemical solutions 
commonly used in the sterilization of delicate surgical in- 
struments, reveals the more rapid and effective action of 
Bard-Parker Formaldehyde Germicide on both vegetative 
and spore forms of bacteria. 


Due to its non-corrosive qualities, it appreciably prolongs 
the useful life of instruments, eliminates the need for fre- 
quent replating, and reduces replacements to a minimum. 
Savings in instrument replacement expense often far ex- 
ceed the actual cost of this highly satisfactory and eco- 


_nomical germicide. 


*Surgery, Gynecology & Obstetrics, 1939, 69, 738-744 
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DANBURY, CONNECTICUT 
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THE PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 


methods. A page for the hospital pharmacist. 


Hormone Therapy 

Anteron is the highly purified gonad- 
stimulating hormone extracted from serum 
of pregnant mares. Each lot is proved by 
test to be free from serum proteins. Anteron 
is supplied in dry, stable form, with ac- 
companying ampules of solvent by the Scher- 
ing Corporation. Presented in this manner, 
the material remains potent and a fresh 
sterile solution can be prepared at the time 
of injection. 

The physiological action of Anteron close- 
ly resembles that of the gonad-stimulating 
hormone of the anterior pituitary. It is 
indicated in certain cases of amenorrhea, 
functional uterine bleeding, dysmenorrhea, 
infantilism, and male and female sterility. 

Anteron is administered intramuscularly. 
The solution is best prepared immediately 
before use. The dosage must be adjusted 
to the requirements of the individual case. 

Anteron is supplied as follows: 250 units, 
box of 3 ampules, with 3 ampules of solvent 
and box of 6 ampules, with 6 ampules of 


solvent. 
Topical Anesthetic for Minor 
Surgery 


The medical profession has long felt the 
need for a quick-acting, safe topical anes- 
thetic which will penetrate rapidly and elim- 
inate the necessity for injection in many 
minor operative procedures. Such a product 
is now available in Paraben which has been 
developed by the G. F. Harvey Company. 

Thorough studies on laboratory animals 
indicated the usefulness of the preparation, 
and now clinical research by a number of 
physicians has demonstrated that Paraben 
has marked clinical value for a variety of 
medical uses. 

Paraben contains para-amino-ethyl-ben- 
zoate, chlorbutanol and procaine borate in 
a specially prepared liquid vehicle which 
keeps these active ingredients stable and fa- 
cilitates their rapid, profound penetration 
into tissues. It is applied to mucous sur- 
faces or to freshly exposed tissues by merely 
painting or swabbing. No injection is re- 
quired, as Paraben quickly penetrates after 
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surface application. Paraben is ineffective 
on the intact skin. 

Paraben is non-irritating and produces ho 
sloughing of tissues to which it is applied. 
Therefore it has a wide range of clinical 
uses in minor surgical procedures as well as 


in suturing of wounds. 


Sterility 

Many cases of sterility and menstrual 
disorders in the female, and sterility in the 
male are due to insufficient pituitary stimula- 
tion. Endometrial biopsies, vaginal smears 
and sperm counts can give definite indica- 
tions of such deficiency. 

Used where indicated, Gonadin (Cutter) 
— the gonadotropic hormone from preg- 
nant mares’ serum — will produce results 
which cannot be expected from the urinary 
gonadotropic hormone. 

Gonadin is prepared in solution, ready 
for injection. Like all other protein deriva- 
tives in solution, Gonadin slowly loses po- 
tency at a measurable rate. Sufficient excess 
unitage is added to insure full labeled 
strength at expiration date — at which time 
it may be exchanged, thus insuring a con- 
stant supply of fresh material. 

Gonadin is packaged in 600-unit cartons, 
each containing three 200 Cole-Saunders unit 
vials — which may be given in three 200- 
unit doses or six 100-unit doses. 


An Acceptable Disinfectant 

Sterlac is a stable, powerful and non- 
poisonous disinfectant and deodorizer. It is 
supplied in powder form enabling fresh 
solutions to be made as needed simply by 
dissolving in water. Its powerful antiseptic 
and deodorizing action is due to its 94% 
chloramine content — 2314% available 
chlorine. 

Sterlac (Abbott) destroys mouldy and 
putrid odors — yet leaves no objectionable 
odor like cresol and other solutions do. 

Two level teaspoonfuls of Sterlac powder 
to each gallon of water makes a powerful 
and effective disinfectant which meets the 
government requirements of 200 parts avail- 
able chlorine per million. 
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Improved Design for 
Heavy Duty Hospital Work 


$175.00 


a unusually efficient unit was designed by Dr. O. J. Printz 

of Kansas City, to meet the great need of surgeons for a 

suction pump built low so that it can be wheeled to any position desired 

without interfering with the surgeon or his assistants, and one with such 

an extra capacity vacuum bottle that it does not require frequent emptying. 

It is equipped with a regulating valve to check negative pressure, the 

rotary compressor is concealed, the motor is noiseless, and the entire 

apparatus is explosion proof and fire-proof. Send for descriptive circular 
giving complete details. 


Sold Only Through Surgical Supply Dealers 


You are cordially invited to visit our exhibit at the A.M.A. Session 
to be held at the Grand Central Palace in New York City, 
June 10th to 14th. Space 366 


J. SKLAR MANUFACTURING CO., BROOKLYN, N. Y. 
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«« CLINICAL NOTES » » 


Each month this department will contain highlights from original sources 
or from current medical literature of special interest to hospital people — 


Superintendents—Interns—Nurses. 


By J. F. Fleming, M.D. 


Finds Micrococcus in Leukemia 

Due to the neoplastic nature of myelo- 
genous leukemia and its fatal termination, 
most authorities have believed it to be re- 
lated to cancer. 

Doern, in the Journal of the Florida Medi- 
cal Association, March, 1940, describes an or- 
ganism which he cultured in 1937 from the 
blood of patients afflicted with leukemia. 

The leukemia germ in the blood appears 
as a very small micrococcus when viewed 
under a magnification of 2,500 diameters 
(214 times that used in general bacteriology). 
A powerful light is required to see the or- 
ganism, which is actively motile and appears 
within the leukocytes. 

The micrococcus may be grown on cul- 
ture media from the blood of leukemic 
patients. Animals inoculated with pure cul- 
ture develop typical myelogenous leukemia. 
The same organism may be recovered from 
the blood of the leukemic animals. 

While these observations are at present 
of interest only to the bacteriologist and 
pathologist, they represent one of the first 
steps toward adequate prophylaxis or thera- 
peusis of this fatal disease. 

New Test for Thyroid Disease 

Several years ago, Althausen and his asso- 
ciates at the University of California Medical 
School observed that there was a reduction of 
“tolerance” to galactose in hyperthyroid pa- 
tients. 

Since then, they have made an extensive lab- 
oratory and clinical study of the metabolism 
of this sugar, with the result that a new and 
apparently accurate test is now available for the 
recognition of thyroid disease. The test and 
its usefulness are discussed in The American 
Journal of the Medical Sciences, Match 1940. 

It consists of the oral administration of a 
measured quantity of galactose, followed by 
determinations of galactose in the blood 30 
and 60 minutes later. 

In patients with hyperthyroidism, the aver- 
age maximal concentration of galactose in the 
blood was three times greater than normal, 
and the “tolerance” became normal following 
thyroidectomy, in most instances. 
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The authors (Althausen, Lockhart and 
Soley) report that the test compares favorably 
with estimations of the basal metabolic rate. 
It has the advantage of being sensitive in low 
grade hyperthyroidism, and its outcome is not 
influenced by hyperventilation in anxiety states 
or by cardiac dyspnea. 

In view of the present inadequacies of diag- 
nosis in thyroid diseases, this new test should 
be welcomed by all practitioners of medicine. 


Tuberculosis Immunity Factor 
Reported 


The goal of bacteriologists and immunol- 
ogists is the isolation of a specific agent 
which will immunize against tuberculosis. 

According to Corper, of Denver, this goal 
will soon be reached, for he reports the find- 
ing of a specific immunity factor from the 
tubercle bacillus which protects animals 
against 100,000 minimal lethal doses of the 
organism. The immunity attained in the 
test animal lasts at least three years without 
diminishing. 

Although the new factor is not yet ready 
for practical immunization of humans, the 
experimental work thus far conducted indi- 
cates that the near future will provide us 
with a valuable method of overcoming tu- 
berculosis by prophylaxis. 

Vitamin B in Keratitis 

According to Sydenstricker, Cleckley and 
Sebrell, administration of riboflavin is effective 
in the treatment of keratitis, when the latter 
is due to a deficiency in the vitamin. As soon 
as riboflavin is administered, symptoms dis- 
appear, and they return when the vitamin is 
not given in prophylactic quantities. 


A New Book 


Tumors of the Hands and Feet 
By George T. Pack, B.S., M.D., F.A.CS. 
Published by the C. V. Mosby Co., 
St. Louis. 138 pages. 

This small book is in the form of a 
symposium which contains articles reprinted 
from “Surgery.” Careful and detailed con- 
sideration is given to the practical phases 
of hand and foot tumors. 


Hospital Topics & Buyer 


| 


CHEMICALLY AND BIOLOGICALLY 
TESTED TO ASSURE 
EXCEPTIONAL PURITY 


THE EXTREME CARE USED in the production of 
Cyclopropane Squibb results in a gas of excep- 
tional purity. Exacting control begins with the selection and testing of 
the raw materials. Elaborate purification methods are employed and 
careful chemical analyses are made of each lot before it is released for 
sale. In addition, representative lots are biologically tested on rhesus 
monkeys. 

The high quality of Cyclopropane Squibb has been amply demon- 
strated by clinical experience and the product has been generally accepted 
by anesthetists throughout the world as a dependable anesthetic agent. 

Cyclopropane Squibb is supplied in 30 (AA)-, 75 (B)-, and 200 
(D)-gallon cylinders. The cylinders are made of special steel which 
makes them light in weight, yet comparable in strength to the old-type, 
heavy cylinders. 

Note: Cyclopropane is a highly potent gas and should be used only by 
anesthetists familiar with the technique of its administration. 


For literature and information on Cyclopropane address 
the Anesthetic Division, 745 Fifth Avenue, New York 
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BB & SO New 
"MANUFACTURING CHEMISTS TO THE MEO PROFESSION $ 


««PERSONALS»» 


Batford, Marian—selected supt. of Edger- 
ton (Wisc.) Memorial hospital, succeeding 
Laura Wold, resigned. 

Bowline, Stella—new administrator of the 
newly opened Cullman (Alabama) hospital. 

Darr, Mrs. Leona—acting business man- 
ager of the newly reopened Casa Grande 
(Ariz.) hospital. 

Dixon, Dr. F. S.—appointed head of the 
Natchez (Miss.) Charity hospital, succeeding 
Dr. Louis Magee, recently resigned. 

Dorin, David M.—appointed assistant di- 
rector of Beth Israel hospital, of New York 
City. 

” Dr. Stanley—named chief of staff 
of Cincinnati General hospital, director of 
the Christian R. Holmes hospital, and dean 
of the University of Cincinnati college of 
medicine. 

Gantt, Boyce R.—has replaced the late E. 
Butler Gunter as business manager of the 
Aiken (S. C.) County hospital. 

Gorman, Mrs. Florence Chamberlain—ap- 
pointed supt. of the new Collins Memorial 
hospital, Knoxville, Ia. 

Haugen, Carrie E.—appointed supt. of 
Kittson County Memorial hospital, Hallock, 
Minn. 

Heath, Evelyn M.—resigned as supt. of 
Northampton-Accomac Memorial hospital, 
Nassawadox, Va., to accept presidency of 
Columbus County hospital, Whiteville, N. C. 

Heyer, Dr. Oscar C.—appointed supt. and 
medical director of Kansas City Tuberculosis 
hospital, Leeds, Mo. 

Hornberger, Wilda M.—for 17 years supt. 
of Woman's hospital, Cleveland, O., has ac- 
cepted superintendency of Marietta (O.) 
Memorial hospital, succeeding Eloise Graf- 
ton, resigned. 

Intlekofer, Wilhelmina—-named supt. of 
St. Peter (Minn.) Community hospital. 

McFarlane, Jean K.—named supt. of South 
County hospital, Wakerfield, R. I., succeed- 
ing Maude F. Denico, resigned. 

Moody, Evart E.—former assistant supt. 
of Sherman hospital, Elgin, Ill., resigned to 
take over superintendency of Greene County 
hospital, Jefferson, Ia. 

Moore, Mrs. Vesta Hall—resigned as supt. 
of the Kitsap County hospital, Port Orchard, 
Washington, where she has been head for 
the past two and a half years. (See Porter). 
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Norton, Alex E.—manager of Homeo- 
pathic hospital, Montreal, Canada, appointed 
assistant supt. of New Rochelle (N. Y.) 
hospital. 

Phillips, Dr. S. J.—resigned as supt. of 
Central Louisiana State hospital at Pineville. 
(See Seale). 

Porter, Dr. John B.—appointed county 
physician and supt. of Kitsap County hos- 
pital, Port Orchard, Washington. (See 
Moore). 

Seale, Dr. A. L.—assistant supt. of Central 
Louisiana State hospital, Pineville, La., named 
supt. (See Phillips). 

Stewart, Evelyn—for many years assistant 
supt. of Hartford Memorial hospital, Havre 
de Grace, Md., has resigned to return to 
private duty nursing. (See Wakeland). 

Vadakin, Charles—manager of the new 
Doctor's hospital, Washington, D. C. 

Wakeland, Helen Margaret—is new assis- 
tant supt. of Hartford Memorial hospital, 
Havre de Grace, Md. (See Stewart). 

Waterman, Dr. Chester A.—resigns as 
-_ of Norwich (Conn.) State hospital, 
effective May 1. 

Wentz, Barney—approved as supt. of the 
Ashland (Pa.) State hospital, according to 
the board of trustees. 

Deaths 

Caturani, Dr. Michele Gaetano—founder 
of Parkway hospital, New York City, and 
gynecology expert, died Feb. 24, after an 
illness of several months. Age: 66 years. 

Halsey, Dr. Hugh—one of the founders of 
the first Southampton, N. Y., hospital, died 
March 22, in Montclair, N. J., aged 76. 

Hare, Dr. John D.—a founder of the first 
hospital in Fresno, Calif., died Feb. 3. 

Johnston, Steve—retired supt. of Grady 
hospital, Atlanta, Ga., died Feb. 26, aged 84. 


NEWS NOTES 


Openings 

Casa Grande, Ariz—Dr. H. B. Lehmberg 
on Jan. 22 reopened the Casa Grande hospital. 
A new 20-bed unit has been added to the 
building. 

Aledo, Ill—Plans for opening a modern 
16-bed hospital in the Davis Enilding on North 
College avenue were made recently by Dr. 
H. D. Stites. The hospital will consist of six 
private rooms and two wards, all equipped 
with up-to-date furnishings, including inner- 
spring mattresses and indirect lighting. There 
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will be a thoroughly modern operating room, 
equipped to do all major surgery, and a 


nursery for four to six babies. The building - 


will be fireproof, and all walls and ceilings 
insulated against sound. 

Bluffton, Ind.—Public opening of the new 
Caylor-Nickel hospital was held in February. 
This 26-bed hospital, equipped for major and 
minor surgery, is operated separately from the 
clinic, though the two units are connected by 
fireproof doors. 

Logansport, Ind.—The Logansport State hos- 
pital became the largest mental institution in 
Indiana with the formal opening of the new 
$500,000 three-story surgical and medical 
building on Feb. 22. This is the first of four 
buildings in a $1,115,000 construction pro- 
gram. 

Knoxville, Ia—A two-day open house form- 
ally introduced. to the public the new Collins 
Memorial hospital. The building proper con- 
tains 10,000 square feet, and has been equipped 
at a cost of about $25,000. The new hospital 
is the result of many years’ effort on the part 
of Dr. R. V. Mater. The site was donated 
by Mrs. Mattie Collins, and the construction 
costs provided by Jay L. Collins. 

Hillsdale, Mich—The new Hillsdale Com- 
munity health center has announced formal 
opening of the $250,000 hospital building. 

Townsend, Mont.—The new unit of the 
Broadwater hospital was pressed into use 
Feb. 28, when an incoming number of patients 
made it necessary to equip three of the patients’ 
rooms in the new unit. 

New Brunswick, N. J.—Facilities at St. 
Peter’s hospital are enlarged with the opening 
of two new floors in the east wing, one of 
which has been dedicated to the late Monsignor 
John A. Grady, founder of the hospital, and 
the other to Mother D’Youville, who founded 
the Gray Nuns of Montreal, members of which 
serve the local institution. The two floors 
accommodating 30 beds have been made avail- 
able through the recent opening of the new St. 
Peter's School of Nursing. They were prev- 
iously used for living quarters. 

Washington, D. C.—Invitations were sent 
out to members of the medical, dental and 
allied professions to inspect the new $1,600,- 
000 Doctors’ hospital, on March 6. The 250- 
bed hospital is a model of modern efficiency, 
with the latest scientific equipment, and many 
innovations are being introduced, including an 
experiment in “group nursing,” by which some 
of the staff nurses will divide their time as 
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private nurses among two or more patients, 
with a view to helping patients divide expenses 
of private nursing. A former chef from the 
Waldorf Astoria has been hired, and patients 
not on a diet will be allowed a selective menu. 
Guest rooms are available for relatives of the 
sick. Facilities include barber shop, beauty 
shop, restaurant, newsstand, drug store, flower 
shop. The hospital is connected by corridors 
with the two adjacent medical buildings. 
Morgantown, W. Va.—State and county 
police had to be summoned to direct the heavy 
traffic when the Monongalia County General 
hospital was opened to public inspection, Feb. 
25. The new hospital, the most modern of its 
kind in West Virginia, was built at a cost of 
$25,000, through a bond issue and a PWA 
grant. The county court sponsored the project. 


Construction 

Greenwell Springs, La.—Bids for construc- 
tion of the foundation for the addition to 
the tubercular sanatorium as promised by 
Gov. Earl K. Long, have been received by 
the Louisiana Tuberculosis Commission. 

Marinette, Mich.—Construction on the 
new county hospital is nearing completion, 
and voluntary contributions for the purchase 
of furnishings have reached $900. 

South Haven, Mich.—Plans for construc- 
tion of a new hospital, more than doubling 
present capacity, were announced recently. 
The new structure, financed largely by the 
W. K. Kellogg Foundation, is to have 40 
to 60 beds, and will be completely furnished 
with the most modern hospital equipment. 
Total cost will probably represent an ex- 
penditure of from $200,000 to $250,000. 

Fond du Lac, Minn.—New hospitals for 
Indians are to be erected here and at White 
Earth, and an addition will be built to the 
present hospital at Cass Lake, *the U. S. 
Bureau of Indian Affairs has promised. 

Irvington, N. J.—Plans for a WPA proj- 
ect to enlarge and renovate Irvington Gen- 
eral hospital have been revised, and now 
provide for addition of a one-story wing 
on the east, to contain 28 private and semi- 
private rooms, a five-bed children’s ward, 
a diet kitchen, and quarters for internes. 
The new project discards plans for addition 
of a wing to the west side of the building, 
two solariums, a terrace, conversion of nur- 
ses’ quarters on the third floor to patients’ 
quarters, and relocation of boiler rooms. 

Newark, N. J.—Erection of a 100-bed 
maternity pavilion as an addition to St. 
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low cost of this apparatus is the re- 
sult of improved methods of manu- 
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MASS EVIDENCE: 
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The New McKesson Model L Nargraf 


In clinical performance — the oniy true test — 
users list the following among its many advan- 
tages: 
1. Better control over depth of breathing and 
anesthesia. 
2. Reduced operating cost — about 1/, the aver- 
age by ordinary methods. 
3. Accurate, safe yet simple to handle. 
4. Speedy in operation — no delay in switching 
to best method of fractional rebreathing. 
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Michael's hospital, and a new nurses’ home 
accommodating 150, have recently been an- 
nounced, both to be erected on property 
owned by the hospital, north of the present 
building. Ground will be broken about 
May 1. 

Marion, N. C.—Initial steps toward con- 
struction of a $15,000 addition to Marion 
General hospital were taken recently. Pres- 
ent plans call for at least 12 rooms. 

Toledo, O.—Plans for a 100-room addi- 
tion to Mercy hospital, approximately doubl- 
ing capacity, have been ordered. 

Youngstown, O.—Mahoning county com- 
missioners have tabled indefinitely a request 
for a 75-bed addition to the tuberculosis 
sanatorium by the Mahoning County Tuber- 
culosis association, because of lack of funds. 

Beaumont, Tex.—The board of Jefferson 
County Tuberculosis hospital met recently 
to discuss plans for going ahead with ex- 
pansion of the plant under provisions of 
a recent $75,000 bond issue. 

Equipment 

Pueblo, Colo.—Contracts for more than 

$60,000 worth of equipment for meal prepara- 
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tion and serving at the Colorado State hospital 
have been approved by the PWA. Much of 
it will be manufactured according to special 
specification, including the 11-car train which 
will haul the prepared meals from a central 
kitchen through tunnels to dormitory cafeterias. 

Glenwood, Minn.—The new Glenwood hos- 
pital has just installed an incubator. 

Columbus, O.—Children’s hospital has re- 
cently installed a new $2,000 hydrotherapy 
tank, presented by members of the Variety 
club, from receipts of last year’s barn dance. 
The tank completes the physiotherapy dept. 

Wauseon, O.—The Archbold Civic League 
has purchased a baby incubator for the Detwiler 
Memorial hospital. 

Erie, Pa.—Air-conditioning has been in- 
stalled at St. Vincent’s hospital in four de- 
livery rooms, three large nurseries, six isola- 
tion rooms and a premature baby room. 

Reading, Pa.—Through funds raised by a 
lecture by Mrs. Eleanor Roosevelt last Sep- 
tember, the Mt. Penn auxiliary has purchased 
a new $10,000 deep-therapy machine for the 
x-ray department of St. Joseph’s hospital. 

Gifts and Bequests 

Chicago, Ill—St. Elizabeth hospital has 
received $2,000, according to terms of the 
will of the late L. L. Valentine, Chicago 
manufacturer and philanthropist. Shriners’ 
Hospital for Crippled Children receives 
$5,000 from the same source. 

Kendallville, Ind—A donation of $1,223 
to Lakeside hospital was made in the will 
of the late Solomon B. Klitz. 

Quincy, Mass.—Weymouth hospital has 
been bequeathed $10,000 according to terms 
of the will of the late Elizabeth L. Wh‘iman, 
of Weymouth, who died Feb. 23. 

Brooklyn, N. Y.—St. Peter’s hospita! was 
remembered with an unknown amount in 
the will of Elizabeth J. Shea. 

New York, N. Y.—St. Luke’s hospital has 
received a $10,000 gift to continue its cancer 
research study; also, a $1,000 contribution 
for further roentgenological investigation. 

New York, N. Y.—Among beneficiaries 
in the estate of Mrs. Marie S. Engert-Colman 
are St. Mary’s hospital for children, which 
receives $50,000 and proceeds from the 
sale of jewelry. Other institutions which 
will receive $30,000 apiece are: St. Peter's, 
St. Catherine’s, St. Vincent’s, Brooklyn, 
Wyckoff Heights, Long Island College, and 
Mary Immaculate hospitals. Brooklyn Home 
for Consumptives gets $25,000. 
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other solutions for clinical laboratory use 
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physiological chemistry) is within the knowl- 
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Miscellaneous 

Tuscaloosa, Ala——With 225 hospital beds 
needed, Tuscaloosa now has only 90, according 
to Dr. James Porter Collier, past president of 
the Tuscaloosa County Medical Society. 

Upper Lake, Calif—The Upper Lake hos- 
pital owned by Dr. and Mrs. Francis Morley, 
has been purchased by Mrs. Mabel Allenby. 

Carbondale, Ill—Thirty-seven patients in 
the Holden hospital were rescued without ap- 
parent injury on March 4, when a fire broke 
out in the elevator shaft and quickly spread 
to all parts of the third floor before firemen 
were able to bring the flames under the 
proper control. 

Evanston, Ill—The Evanston Hospital Asso- 
ciation observed its 42nd annual hospital day 
on Feb. 11. Churches of Evanston and other 
north shore communities made an appeal for 
funds to enable the hospital to carry on its 
charitable activities during 1940. 

Boston, Mass.—Faulkner hospital is giving 
a series of 12 free public lectures on preventive 
medicine. 

Detroit, Mich.—Needy persons received free 
nursing care valued at about $1,250,000 in 
1939, in the nine hospitals and two sanitariums 
sponsored by the Catholic Archdiocese of 
Detroit. 

New York, N. Y.—Some or all of the city’s 
67 private hospitals may have to close their 
doors, or new public hospitals will have to be 
built, unless the city’s payment for patients in 
private hospitals is increased from $3 to $4.25 
per day, according to Controller Joseph D. 
McGoldrick. 

Cincinnati, O.—General hospital marked up 


its 25th anniversary in its present quarters on 


March 1. 

New London, O.—A substantial increase in 
business over the preceding year was shown in 
the annual report of the New London hospi- 
tal, according to Doris Smeltz Campbell, supt. 

Thermopolis, Wyo.—Carter General hos- 
pital is now under new management, with 
Mrs. Rose Fadden, R. N., a former employee, 
in charge. 

Community Helps 

Chicago, IIl—The woman’s board of 
Presbyterian hospital conducted its annual 
Easter drive this year to provide free care 
for the ill and underprivileged children. 
Through this fund, nine beds already have 
been endowed, making possible free hos- 
pitalization for 840 children, and almost 
entirely free care for 909 others in 1939. 
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Chicago, IIl—AIl sorts of non-perishable 
foodstuffs were collected March 20 as the 


admission price to the fifth annual pageant 


and variety show for the benefit of the 
Shriners’ Hospital for Crippled Children. 
Last year, the audience contributed more 
than four and one-half tons of eatables. 

Boston, Mass.—On April 10, the annual 
rummage sale for the New England Dea- 
coness hospital was sponsored by friends 
of the institution. 

New York, N. Y.—The Junior League 
of Beth Israel hospital was host at an in- 
formal entertainment and dance, proceeds 
from which went into the Dora Paul fund, 
to maintain the newly-created Cancer Re- 
search clinic. 

New York, N. Y.—The spring sale in aid 
of the Cribside Social Service Committee of 
the Babies’ hospital was held March 15 at 
the “Nearly New’ shop. Donations of 
clothing, household goods, books and articles 
of all kinds suitable for resale were received. 
Proceeds will go to provide convalescent 
and camp care, clothing and milk. 


New Magnet for Medical ‘Use 


To remove metal fragments from the eyes 
and from surface wounds, the General Elec- 
tric research laboratories have produced a 
new alnico magnet which is light enough 
to be handled almost as easily as a pencil. 
It is more powerful than earlier permanent 
magnets used for the purpose, though not 
designed to replace electromagnets in this 
field. 

Sintered alnico, an alloy of aluminum, 
nickel, cobalt, iron and copper, is used with 
a high permeability insert of nickel iron 
to collect the lines of flux at the point. 
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New Fund for Dermatological Research 

Ernst Bischoff Company, Incorporated, of 
Ivoryton, Conn., manufacturer of ethical 
pharmaceuticals, ‘such as Diatussin, Lobelin- 
Bischoff, Styptysate, Dermatomycol ‘and many 
others, announces the establishment of a 
fund for dermatological research at Tuft’s 
College Medical School, Boston, Mass. 


New Guide for Hospital Librarians 
The A.H.A. and the American Library 
Association are cooperating in publishing the 
Hospital Book Guide, a comprehensive re- 
view of hospital literature. It will be pub- 
lished quarterly during 1940, at a subscrip- 
tion price of one dollar per year. 


@ Opportunities ® 


THE MEDICAL BUREAU 


M. Burneice Larson, Director 
Palmolive Building 
Chicago, Illinois 


OPPORTUNITIES AVAILABLE 


ADMINISTRATORS—(a) Medical administrator; fairly 
large hospital which will double capacity within next 
year; excellent location. (b) Assistant administrator; 
young [a a wl or layman with Master’s degree in hos- 
ewed administration preferred; hospital group has com- 
ined capacity of nearly a thousand beds. (c) Experi- 
enced and well educated graduate nurse to take charge 
of 90-bed hospital; privately operated, well equipped, 
and well endowed; all-graduate staff; outstanding wom- 
an required. No. HT-40 

DIRECTOR OF NURSES—To succeed woman who has 
—_ position fifteen years; teaching hospital averaging 

patients; medical superintendent. No. HT-41. 

ASSISTANT. Assistanc director of nurses to succeed wom- 
an who has had position ten years; young woman about 
= years of age preferred; degree required; excellent 

ad for advancement; 500-bed hospital. No. 


FACULTY APPOINTMENTS—(a) Science instructor; 
private hospital; excellent school; must be qualified 
assume full charge of teaching program; September ap- 

intment; southern metropolis. (b) Science instructor ; 
airly large school; university town; East. (c) Nursing 
arts instructor ; August appointment; college trained 
woman experienced in teaching required; 200-bed hos- 
pital ; ae area. (d) Science instructor; fairly large 
school; California. No. HT-43. 

SUPERVISORS) Obstetrical department averaging 35 
patients ; fairly large hospital; $150, maintenance; thor- 
oughly q d; "California. (b) Op- 
erating room; large municipal hospital averaging twenty 
daily ; seven Operating rooms; assistants in- 

ude seven graduate nurses and fifteen students; $135, 
Maintenance, early increase. (4) Orthopedic; to suc- 
ceed woman who has held position ten years; large 
(d) Pediatric; teaching hospital; East. 
lo 

NURSES—(a) Two surgical nurses; beautiful privately 
operated hospital; California. (b) General duty; private 
hospital averaging 200 beds; eight-hour day, six-day 
prc attractive residence in which each nurse has own 

New York. No. HT-45 

ANESTHETIST—Thoroughly experienced; small hospital 
located in medical office building and doing all types 
minor surgery ; extremely busy place; excellent group; 
several years’ experience required. No. HT-46 


PRACTICES — hospitals — furnished — and sold — 
Locations for doctors and dentists. Write me your 
wants. F. V. Kniest, 1537 So. 29th, Omaha, Nebraska. 
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Minor Surgery and 
Wound Repair... 


PARABEN 


Deep, rapid tissue penetra- 
tion characterizes Paraben, 
the newly developed topical 
anesthetic. Useful in simple 
suturing of wounds, electro- 
coagulation of tonsils, cervi- 
cal cauterization, incision of 
oral and vaginal cysts, repair 
of anal fissures, and similar 
minor surgical procedures. 
Paraben is rapidly effective 
when applied to mucous 
membranes or exposed tis- 
sues; does not penetrate un- 
broken skin; is not designed 
for use in the eye or urethra. 
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HOW to do it- 


WHERE to get it-- 


and WHY 


Without cost to you any of the literature listed below will be forwarded 
promptly by a reliable manufacturer. This information is practical for your 
hospital. Order by number, and address this magazine, 43 East Ohio Street, 


Room 1016, Chicago, Ill. 


No. 166. Gas Therapy Equipment. A discussion 
of modern methods and equipment for the admin- 
istering of oxygen as a therapeutic agent. Also, 
descriptive matter on oxygen tents. 


No. 160—Glass Coffee Brewer. 16 page illustrated 
booklet presents complete line of equipment for 
every hospital need. With time and temperature 
under control, and contact with metal avoided, 
the coffee is more appetizing and wholesome. 


No. 82—Inventory Sheet of Food Supplies. Pop- 
ular with chefs and storeroom men, because it 
is a practical arrangement of food supplies pur- 
chased by hospitals. Very handy for inventory 
purposes. 


No. 34—For CO: Absorption. Useful informa- 
tion including the proper type of soda lime to be 
used for basal metabolism; also, in conjunction 
with oxygen tents and oxygen chambers. 12 pages. 


No. 145—Automatic Siphon Suction Unit. A de- 
cription and illustration of this apparatus, which 
causes a gentle continuous suction, for the treat- 
ment of pleurisy, empyema, etc. 


No. 143—Glove Sterilization Suggestions. The 
most recent material compiled for the benefit of 
operating room supervisors on the care and steril- 
ization of surgical gloves. Printed on heavy card 
board suitable for wall hanging. 

No. 124—The Story of Electro-Sheet. An 8-page 
booklet describing a modern device for applying 
controlled heat safely and economically to any 
part of the human body for health and comfort. 
Approved by the Underwriters’ Laboratories, Inc. 


No. 148—Wolfson’s Martel Clamp. Reprint of 
fully illustrated article from the American Journal 
of Surgery, describing the Improved Martel Clamp 
for colon resection. 

No. 157—Timing Device for Pressure Sterilizers. 
Tempotherm is the latest development to indicate 
both time and temperature in an autoclave. This 
device does not start timing until a temperature 
of 250° has been reached in the air exhaust line 
(the coldest part of the sterilizer). It can be 
installed on any autoclave. 
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No. 163—What Every Hospital Buyer Should 
Know About Feathers. This 14-page booklet ot 
information about feathers contains such chap- 
ters as “best type of feathers for various pillows,” 
“construction of hospital pillows,” “the advantages 
and disadvantages of soft pillows,” as well as 
“care of the finished article.” 


No. 165—Questions and Answers on Kitchen 
Cleaning Methods. 12-page booklet of information 
providing the combination of economy and effec- 
tiveness that is essential in maintaining high 
sanitary standards for modern hospital kitchens. 


No. 147—Maximum Service from Syringes, 
Needles, Thermometers. A 48-page booklet that 
is a valuable, ready reference in the selection 
and care of syringes, needles and thermometers. 
Suggestions for the best means of securing long 
service after purchase. 


No. 161—Toast Treats for the Hospital Diet. 15 
pages of recipes and suggestions for making diet 
trays attractive and appetizing. Suggested menus 
and recipes. 

No. 164—Requirements of Sterilization in Pressure 
Sterilizers. This booklet. includes a blue print 
which is a “time and temperature” chart upon 
which is plotted the thermal death points at which 
organic life is destroyed. Liberal quotations from 
well known authoritative bacteriologists are given. 


No. 101—A Study of Hyperpyrexia Reaction Fol- 
lowing Intravenous Therapy. Twelve-page reprint 
containing interesting facts and conclusions regard- 
ing the use of intravenous solutions. 


No. 159—A Bronchodilator and Vasoconstrictor. 
An interesting circular describing the pharma- 
cological properties of a synthetic analogue of 
ephedrine which is practically free of the symp- 
tomatic disadvantages accompanying the use of 
ephedrine, such as nervousness, insomnia, motor- 
restlessness and nausea. It is of particular value 
to physicians in relieving the bronchial spasms 
of hay fever, asthma and respiratory tract infections 
and in relieving nasal congestion. 
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“This is the ORIGINAL 
Baby Beads Identification” 


The mother’s surname is spelled with letter beads 
onto a blue-bead necklace or bracelet which is 


tied and sealed on baby at birth. 


It is secure, 


attractive, sanitary, simple, and meets all identi- 
fication requirements, including multiple births 


and duplicate (mother and baby). Made 


U. S. A. Price is moderate. 


Sample Sent on Request 


DEKNATEL 


QUEENS VILLAGE (L. 1.), NEW YORK 


In Myalgias of the 
Extremities, 
Back and Neck 


Antiphlogistine is a most use- 
ful and efficient form of apply- 
ing prolonged moist heat, plus 
medication, for the relief of mus- 
cular aches and pains and 
associated stiffness. 


It is distinctly beneficial, also, 
as a supporting measure to 
electro-therapy. 


THE DENVER CHEMICAL 
MFG. CO. 
163 VARICK ST., NEW YORK 


. there’s probably a posi- 
tion available for you. 


More far-reaching than the in- 
dividual best efforts of sea- 
soned worker or new graduate 
seeking a first position, Aznoe’s 
service extends from border to 
border, from coast to coast. 
This service works for you un- 


without interference with your H 

present connection. Employers HOSPITAL 

like it, too. They find that ADMINISTRATORS 
ACCREDITE! 


Aznoe’s insistence on the high- 
est vocational standards pro- 
tects their interests. 


Send at once for complete de- 


tails and application blanks. 
PHYSICAL 
THERAPISTS 
OCCUPATIONAL 
THERAPISTS 
MEDICAL 
SECRETARIES 
HISTORIANS 


CENTRAL REGISTRY FOR NURSES 


AND PHYSICIANS’ EXCHANGE 
ichigan Ave., Suite 830-838 
CHICAGO 


Established 1896 


The BIRTCHER-BUILT 
ELECTRO- 
SURGICAL 


ADEQUATE POWER for 
ALL TECHNIQUES 


A meior elect gical unit . . . designed to meet the needs 

of heavy, institutional practice . . . priced within reach of the 

smallest clinic. 

e A postcard will bring you complete specifications and de- 
tails of startling in elect gical techniq 


THE BIRTCHER CORPORATIO 
5087 HUNTINGTON DRIVE N., Dept. H-T 
LOS ANGELES + CALIFORNIA 
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Prostatic Resection . . . Brain Surgery . . . Breast Amputation 
. Bladder Fulguration . . . Cancer Surgery . . . Coagulation 
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PERFECTED Contecnons AND Cquipment 


--- ANOTHER RESPONSIBILITY OF LEADERSHIP 


» VACOLITER- 


removing seal, 
operator is prompted 
tocheckvacuumand 


shaped 
hold dispensing 
equipment firmly 


Serially numbered 
label put on as ex- 
clusive one-batch 
operation —rigor- 
ously checked for | 


Exclusive, 5-unit, 
TAMPER-PROOF 
closure... dia- 


Air tube insulates 
solution against 
contact with incom- 
ing air 


Permanently at- \\ 
tached band and bail 

originated by Baxter 
—make Vacoliter 


‘The TRANSFUSO-VAC 


A complete closed tech 
nique for Blood ee 


Six sizes and solu- 
tion types available, 
identified by batch 
and inspection refer- 
ence on label 
Solution is sterile — 
and pyrogen-free 
212‘; sodium citrate 
in physiological 
solution of sodium 
chloride* 
Container embodies 
original, exclusive 
features of Vacoliter, | 
with others of im- 
portance 
Second label pro- 


Tn the highly perfected TRANS- 
FUSO-VAC container and its 
accessories, Baxter has given the 
profession a widely accepted new 
technique of indirect BLOOD 
TRANSFUSION that bridges 
time and space with unbroken 
asepsis. With it one operator can 
perform the entire sequence — 
Drawing, Citrating, Transporting, 
Storing, Filtering and Infusion— 
with no break in asepsis and no 
waste of blood. On request, profes- 
sional bulletin discussing the ease, 
certainty and economy of this new 
technique of blood transfusion. 


ONE OF A SERIES ON THE BAXTER LABORATORIES 


PROGRESS OF INTRA- 


Parenteral Solutions must be 
instantly available — so conven- 
iently and dependably contained 
that delay or contamination can 
not occur. As a pioneer and leader 
in the field, Baxter has developed 
in the distinctive VACOLITER, 
with its exclusive visible index of 
vacuum, a container that renders 
hospital, physician and nurse a 
completely satisfactory service. 


Baxter’s Parenteral Dextrose and 
Saline Solutions are pure, uni- 
form, stable—SAFE—and avail- 
able everywhere in wide variety. 
To the hospital, they represent 
the utmost in true economy. De- 
scriptive bulletin on request. 


Vacuum provided 
will draw desired 
quantity of blood 
and leave adequate 
vacuum, visibly 
proved by dimple in aM 
diaphragm 
Tamper-proof cap 
indicates 250, 500 
750 cc. use 

X clearly identifies 5 


Micrometer-fitted 
Valve gives finger-tip 
control of blood flow © 

Stainless steel Filter- 
drip prevents 
of blood clots : 
Tubeand NeedieSets 
adapt Transfuso-Vac 
to varying needs 


Glenview, Ill., College Point, N. Y., Glendale, Cal., 
Toronto, Canada, London, England 
Produced and distributed on the Pacific Coast by Don Baxter, Inc.: Glendale, Cal. 


Distributed East of the Rockies by 


CHICAGO ® A M E B I > A N @ NEW YORK 


HOSPITAL SUPPLY CORPORATION 


VENOUS INFUSION AND 
BLOOD TRANSFUSION. 
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Bedside, examining or operating rooms are quickly 
and conveniently served by this light, easily carried 
STANDBY Model Baumanometer. 


ALL-AROUND BLOODPRESSURE 
SERVICE FOR THE HOSPITAL 


The STANDBY Model Baumanometer is quickly and easily available 
to every room and department in the hospital. Result: unfailingly 
accurate bloodpressure readings with greater speed and con- 
venience whenever and wherever they are needed. 


Being a true mercury-gravity instrument, as are all Baumanometers, 
the STANDBY Model is permanently accurate and guaranteed to 
remain so. It stands sturdily on the floor by desk, table or bedside 
and the EXACTILT scale sera in this instrument for the first 
time) gives automatic eye-level reading from any position. Indi- 
vidual calibration compensates for the angle of the EXACTILT. 

The STANDBY Model is particularly practical for operating room 
use. Your supply dealer will gladly send one for your inspection. 


SPECIFICATIONS: 
Die Cast in Dowmetal (Magnesium) — weight 7 
pounds. Height 38!/2 inches. Integral compart- 


ment for inflation system. All rubber parts seam- 
less, one piece construction, of genuine Latex. 
THE MODEL Recessed Cartridge Tube guaranteed against 


breakage for purchaser's lifetime and for five 


$3950 years to hospitals and institutions. 


A. BAUM CO., Inc., NEW YORK 


SINCE 1916 ORIGINATORS AND MAKERS OF BLOODPRESSURE APPARATUS EXCLUSIVELY 
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@ Antiseptics and germicides in their various forms are the most 
widely prescribed of all prescription products. Prominent in this 
field are ‘Merthiolate’ (Sodium Ethyl Mercuri Thiosalicylate, Lilly) 
and its preparations. Among the latest additions to the line is ‘Sulfo- 
Merthiolate’ (Sodium p-Ethyl Mercuri Thiophenylsulfonate, Lilly) 
1:1,000 Surgical Powder, for topical application. The product is 
a 1:1,000 concentration of ‘Sulfo-Merthiolate’ in a base of kaolin, 
sodium bicarbonate, magnesium stearate, and benzoin. It is recom- 
mended in the treatment of infected wounds and ulcers, vaginal 
infections, and as a protective antiseptic for cuts and abrasions. 
Supplied in 1 1/2-ounce sprinkler-top containers. 


Other Merthiolate’ Preparations of Equal Importance 


‘Merthiolate’ Cream 1:1,000—in 1-ounce collapsible tubes 

‘Merthiolate Ointment 1:2,000—in 1-ounce tubes, 1-pound and 
5-pound jars 

‘Merthiolate’ Ophthalmic Ointment 1:5,000—in 1/8-ounce 
tubes 

‘Merthiolate’ Solution 1:1,.000—in quarter-pints, pints, and 
gallons 

‘Merthiolate’ Suppositories 1:1,000—in boxes of 12 

‘Merthiolate’ Tincture 1:1,000 (50%)—in quarter-pints, pints, 
and gallons 


INGANAPOLIS, U.S * 


— 


ELI LILLY AND COMPANY « Principal Offices and 
Laboratories « INDIANAPOLIS, INDIANA, U.S.A. 


TINCTURE 


MERTHIOLATE 
:1000 


eee 
2 1/2 OUNCES 
SULFO-MERTHIOLAT 
(Mercury Content 0.0855%) 
Pu 
| 


